
Confined Animal Feeding Opera t; on 
Facility Inspection Report 


Oregon 

Department 
of Agriculture 

635 Capitol Street N.E. 
Salem, OR 97301-2532 


INSPECTION TYPE: 

_ Routine 

jS^Follow-up 

_Complaint 

_Educational Review 


_EPA 

_Planning Assistance 

^Announced [^Unannounced 
_Other:_ 


I 0000% 


;Permitted Animal Numbers: 


Assumed Business Nai 


E-mail Address: 


Operator's N^me: 
Address: & ^3 


County: 


j Arrival Time:/ / f fj 

w:_ Ej2 / ft/I _: 


)epartun 

dj-CA 
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UaaW n 

_ 1 


Phone Number: 


. Cell Phone Number:. 


A Confined Animal Feeding Operation inspection was made at your facility on this date. Summary of inspection results is below. 


LEGEND: C=Compliance N=Non-compliance NA=Not Applicable NE=Not Evaluated *=See Remark 


i£,: 


1. Livestock Inventory:. 


2. Parlor, Milk House, Holding Pen 

a. Milk parlor/bulk tank waste water not properly drained 

b. 

3. Animal Confinement Facilities 

a. Manure accumulation on unprepared bare-earth surfaces 

b. Excessive uncontained manure accumulation on animal access lanes 

c. Openings through which manure or run-off can escape 

d. 

„ 4. Manure and Silage Containment Facilities 

a. Uncontained manure stockpiled prior to or during rainy weather 

b. Uncontained manure stockpiled in or near drainage ways 

c. Uncontained contaminated run-off from silage bunker or feedstuffs 

d. Liquid manure facilities overflowing 

e. Manure storage facilities not emptied/prepared for start of rainy season 

f. Capacity of liquid manure facilities reduced by accumulation of solids 

g. Earthen embankments not properly maintained or leaking 

h. Facilities have openings through which manure or run-off can escape 

i. Roof run-off system failure can or does produce uncontained contaminated 
run-off or reduces manure storage capacity 

• j. Pumps or agitators inoperable 


5. Manure Application Areas Acres:_ 

a. Manure applied to standing water or to soils that are saturated or flooded 

b. Manure applied to soils likely to be flooded in the next couple of months 

c. Liquid manure ponding on soils 

d. Contaminated surface and subsurface effluent from drainage tiles 

e. Manure or contaminated run-off flowing toward or into waters of the state 

f. Manure application exceeds agronomic rate 

g. Liquid manure applied during heavy rainfall 

h. Manure application not in accordance with AWMP 

i. Manure applied to frozen or snow-covered soils 

j. Manure application system failure 

k. 

6. Animal Waste Management Plan (AWMP) and Recordkeeping 

a. Soil-sampling results or manure-sampling results 

b. Recordkeeping 
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CONCLUSION: ' 

_ a. Facility in compliance. Thank you for your cooperation in protecting the quality of Oregon's surface and ground waters. 

_ b. On Schedule. 

_ c. Planning Assistance. . 

- d. Educational Review. /O jQ/JTlrlts 

X e . Concem(s) identified a rnffripd /J 

_ f. Yiolation(s) identified. See attached Notice of Noncorapliance and Plan of Correction. // / __ 

_ g/Final Inspection Results Pending.^ J —// " >> 


InspectorSignature U J " 

White (Office copy) Yellow (Operator copy) Pink (Inspector copy) 


O\<artnor Signature 


Form No. 7014 (Rev. 01 /09) 






WATER QUALITY ADVISORY 


I $X7frfrO> 
CASE FILE NO. 

iviA NO. 




irA. 


CONFINED ANIMAL FEEDING OPERATION 


• Oregon Department of Agriculture 
Natural Resources Division 
625 Capitol Street NE 
Salem, Oregon 97301-2532 
(503) 986-4700 





CAFO OPERATOR'S NAME 


/5~o<rr M ?7/^ yp? 

STREET ADDRESS, CITY, STATE.ZIP j, PHONE NUMBER 

on ! /3o! t % /ary^a sAjh _ 

- f - f -MONTH. DAY, YEAR INSPECTOR'S NAME 

of the Oregon Department of Agriculture (ODA) met with you to review your compliance with the Oregon Water Pollution 
Control Facilities permit or National Pollutant Discharge Elimination System permit issued for your confined animal feeding 
operation by the Oregon Department of Agriculture, and state laws and regulations relating to protection of the state’s waters. 
The principal requirement of the permits is that manure and process wastes be managed so that they do not discharge into 
surface waters or impact groundwater. You are also required to contain, treat, hold, and dispose of wastes in a manner that 
does not adversely impact water quality. 


The inspector did not observe direct discharge of manure or process wastes into waters of the state or violations of permit 
conditions at the time of inspection. However, the inspector did observe an area(s) of concern that could lead to water quality 
problems if not corrected, and under Oregon Revised Statute (ORS) 468B.025(a), “No person shall cause pollution of any 
waters of the state, or place or cause to be placed, any wastes in a location where such wastes are likely to escape or be 
carried into the waters of the state by any means." A Water Quality Advisory is not a formal enforcement action and is not 
appealable. 


Description of Condition(s): 




Recommended Corrective Action(s): 

So l( ^ 


Please take the corrective steps to eliminate the water quality concerns described above. Please contact me when you have 
corrected the potential problem or if you have any questions. 



Sincerely, 

-..SECTOR'S SIGNATUf 
Livestock Water Quality Specialist, 

CAFO Program, Natural Resources Division 



2^2 % 


PHONENO. 


Form 2011 WQA 


White-Office, Yellow-Inspector, Pink-Producer 
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Confined Animal Feeding Operation 
Facility Inspection Report 


INSPECTION TYPE: 

is 1?outine 
Follow-up 
/^VComplaint 

Educational Review 


vdl&ihSL 

_f J T>_•_XT_ 


_EPA 

_Planning Assistance 

O/Cnnounccd ClUnannounced 
_Other:_ 



Date 

Assumed Business N; 


.Arrival Time: ^W Jeparture 

« Name: !)__ 

Operator's Name: (sSjJ1*VS /I 




•arture Time:. 


.License No.:. 


Oregon 

Department 
of Agriculture 

635 Capitol Street N.E. 
Salem, OR 9730L2£3£ 

3<5> 


Ig 33 /S" 

_Permitted Animal Numbers: JL7Q 


Address: 
City:. 


SName: 

/fOfT /<Jt- 


. E-mail Address:. 


M 


Phone Number:. 


SZ -?%■ IC2S1 


. Zip:_ 


2lZLL2=, 


.County: 


~7T 


. Cell Phone Number:. 


A Confined Animal Feeding Operation inspection was made at your facility on this date. Summary of inspection results is below. 


LEGEND: C=Compliance N=Non-compliance NA=Not Applicable NE=Not Evaluated *=See Remark 


ITEM 


Livestock Inventory:. 


Qk a 


m _ 


U 


Total: _ 


\23&- 


. Parlor, Milk House, Holding Pen 

a. Milk parlor/bulk tank waste water not properly drained 

b. 

3. Animal Confinement Facilities 

a. Manure accumulation on unprepared bare-earth surfaces 

b. Excessive uncontained manure accumulation on animal access lanes 

c. Openings through which manure or run-off can escape 

d. 

4. Manure and Silage Containment Facilities 

a. Uncontained manure stockpiled prior to or during rainy weather 

b. Uncontained manure stockpiled in or near drainage ways 

c. Uncontained contaminated run-off from silage bunker or feedstuffs 

d. Liquid manure facilities overflowing 

e. Manure storage facilities not emptied/prepared for start of rainy season 
Capacity of liquid manure facilities reduced by accumulation of solids 
Earthen embankments not properly maintained or leaking 


f. 

8* _ _ . 

h. Facilities have openings through which manure or run-off can escape 


Roof run-off system failure can or does produce uncontained contaminated 
run-off or reduces manure storage capacity 
Pumps or agitators inoperable 


5. Manure Application Areas Acres:_ 

a. Manure applied to standing water or to soils that are saturated or flooded 

b. Manure applied to soils likely to be flooded in the next couple of months 

c. Liquid manure ponding on soils 

d. Contaminated surface and subsurface effluent from drainage tiles 

e. Manure or contaminated run-off flowing toward or into waters of the state 




Manure application exceeds agronomic rate 
Liquid manure applied during heavy rainfall 
Manure application not in accordance with AWMP 
Manure applied to frozen or snow-covered soils 
Manure application system failure 


k. 

6. Animal Waste Management Plan (AWMP) and Recordkeeping 

a. Soil-sampling results or manure-sampling results 

b. Recordkeeping 
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CONCLUSION: 

_ a. Facility in compliance. Thank you for your cooperation in protecting the quality of Oregon's surface and ground waters. 

_ b. On Schedule. 

_ c. Planning Assistance. 

Educational Review. 

e. Concern(s) identified. See attached Water Quality Advisory. 

f. y/iolation(s) identified. See attached Notice of Noncompliance and Plan of Corrects 
al Inspe ctionjfesults Pending. 










tSpector Signature 
White (Office copy) Yellow (Operator copy) Pink (Inspector copy) 


Operator Signature 


Form No. 7014 (Rev. 01/09) 




WATER QUALITY ADVISORY 



CASE FILE NO. 




b 

Oregon Department of Agriculture 

r 

Natural Resources Division 


625 Capitol Street NE 


y Salem, Oregon 97301-2532 


(503) 986-4700 


MA NO. 


l n 


CONFINED ANIMAL FEEDING OPERATION 




CAFO OPERATOR'S NAME 


jra 3 - 635 -«?y 3~7 


PHONE NUMBER 


jtfgg £mA A)E.Oft, _ 

Street address, city. s'tate, zip 

On Q3/o&J_ll!>_ _, ySg K) f c^\\ 

---— “ INSPECTOR'S NAME 


MONTH, DAY, YEAR 


of the Oregon Department of Agriculture (ODA) met with you to review your compliance with the Oregon Water Pollution 
Control Facilities permit or National Pollutant Discharge Elimination System permit issued for your confined animal feeding 
operation by the Oregon Department of Agriculture, and state laws and regulations relating to protection of the state’s waters. 
The principal requirement of the permits is that manure and process wastes be managed so that they do not discharge into 
surface waters or impact groundwater. You are also required to contain, treat, hold, and dispose of wastes in a manner that 
does not adversely impact water quality. 


The inspector did not observe direct discharge of manure or process wastes into waters of the state or violations of permit 
conditions at the time of inspection. However, the inspector did observe an area(s) of concern that could lead to water quality 
problems if not corrected, and under Oregon Revised Statute (ORS) 468B.025(a), “No person shall cause pollution of any 
waters of the state, or place or cause to be placed, any wastes in a location where such wastes are likely to escape or be 
carried into the waters of the state by any means.” A Water Quality Advisory is not a formal enforcement action and is not 
appealable. 


Description of Condition(s): 

jeJt . _ 
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Recommended Corrective Action(s): 
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Please take the corrective steps to eliminate the water quality concerns described above. PI 
corrected the potential problem or if you have any questions. 




' INSPECTOR’S SIGNATURE 
Livestock Water Quality Specialist, 

CAFO Program, Natural Resources Division 


PHONE NO. 


Form 2011 WQA 


White-Office, Yellow-Inspector, Pink-Producer 
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Confined Animal Feeding Operation 
Facility Inspection Report 


INSPECTION TYPE: 

X Routine 

_Follow-up 

Complaint 
_Educational Review 


Date : O- 


_EPA 

_Planning Assistance 

□ Announced □Unannounced 
_Other:_ 



Oregon 

Department 
of Agriculture 

635 Capitol Street N.E. 
Salem, OR 97301-2532 


Arrival Tune:_Departure Time: 

Assumed Business Name: n iLLLkx^ _ Ac t iyK l£ lc 


License No.:. _Permitted Animal Numbers: ‘ ^ ^ ( 


Operator 

Address: 


r'sName: / hr / / j Cl ni ) i ') ( 

: o jjT^hln y i i’ T// y 9 ? ^ F< .T 




City: 44. _1_Zip:_ 

Phone Number: 9 (■_ '3 " L . ~S ~ -J? l J_ S V _ Cell Phone Number: 

I " - 


___ J-mail Address:. 

h K^ialAA 


_ County: )Ylcj >' CT~3Q 


A Confined Animal Feeding Operation inspection was made at your facility on this date. Summary of inspection results is below. 


LEGEND: C=Compliance N=Non-compliance NA=Not Applicable NE=Not Evaluated *=See Remark 


ITEM 

C 


1. Livestock Inventory:. 


JtH. 


m 

±1 


Tota/: 




2. Parlor, Milk House, Holding Pen 

a. Milk parlor/bulk tank waste water not properly drained 

b. 

^ 3. Animal Confinement Facilities 

a. Manure accumulation on unprepared bare-earth surfaces 

b. Excessive uncontained manure accumulation on animal access lanes 

c. Openings through which manure or run-off can escape 

d. 




C 


C 


4. Manure and Silage Containment Facilities 

a. Uncontained manure stockpiled prior to or during rainy weather 

b. Uncontained manure stockpiled in or near drainage ways 

c. Uncontained contaminated run-off from silage bunker or feedstuffs 

d. Liquid manure facilities overflowing 

e. Manure storage facilities not emptied/prepared for start of rainy season 

f. Capacity of liquid manure facilities reduced by accumulation of solids 

g. Earthen embankments not properly maintained or leaking 

h. Facilities have openings through which manure or run-off can escape 

i. Roof run-off system failure can or does produce uncontained contaminated 
run-off or reduces manure storage capacity 

j. Pumps or agitators inoperable 

k ^3 boo 

5. Manure Application Areas Acres: 

a. Manure applied to standing water or to soils that are saturated or flooded 

b. Manure applied to soils likely to be flooded in the next couple of months 

c. Liquid manure ponding on soils 

d. Contaminated surface and subsurface effluent from drainage tiles 

e. Manure or contaminated run-off flowing toward or into waters of the state 

f. Manure application exceeds agronomic rate 

g. Liquid manure applied during heavy rainfall 

h. Manure application not in accordance with AWMP 

i. Manure applied to frozen or snow-covered soils 

j. Manure application system failure 

k. 
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6. Animal Waste Management Plan (AWMP) and Recordkeeping 

a. Soil-sampling results or manure-sampling results 

b. Recordkeeping 
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CONCLUSION: 

_ a. Facility in compliance. Thank you for your cooperation in protecting the quality of Orego: 

_ b. On Schedule. 

_ c. Planning Assistance. 

d. Educational Review. 

Concern(s) identified. See attached Water Quality Advisory. 


ality of Oregon's surface and ground waters. Q 



otice of Noncompliance and Plan of Correptio; 



Operator Signature 


White (Office copy) Yellow (Operator copy) Pink (Inspector copy) 


Form No. 7014 (Rev. 01/09) 






of the Oregon Department of Agriculture met with you to review your compliance with state laws and regula¬ 
tions relating to protection of the state’s waters. You are required to contain, treat, hold, and dispose of 
wastes in a manner that does not adversely impact water quality. 


The inspector did not observe direct discharge of animal wastes into waters of the state at the time of inspec¬ 
tion. However, the inspector did observe an area(s) of concern that could lead to water quality problems if not 
corrected and under ORS 468B.025(a) “No person shall cause pollution of any waters of the state, or place or 
cause to be placed, any wastes in a location where such wastes are likely to escape or be carried into the 
waters of the state by any means." 



Please take the foregoing corrective steps to eliminate the water quality concerns described above. Please 
contact me when you have corrected the potential problem or if you have any questions. 


Under the Oregon Plan for Salmon and Watersheds, Oregonians across the state are working together in a 
new spirit of cooperation to restore and maintain our rivers, lakes, and streams for multiple uses. By complet¬ 
ing the measures described above, you canrtJo your part to protect and improve water quality. 


Sincerelv 


INSPECTOR'S SIGNATURE 
Livestock Water Quality Specialist, 
CAFO Pro^am, Najxi^l Re^ou^c^ 

Form 7011 P 


Entered".-^ 



Division 


TO OFFICE 






Other: 


LEGEND: C=Compliance N=Non-compliance 


1. Livestock Inventory:. 


NA-Not Applicable NE 
REMARKS 
lO 


NE=Not Evaluated 


*=See Remark 


Ma 


mrn. Parlor, Milk House, Holding Pen 

a. Milk parlor/bulk tank waste water not properly drained 

b. 

r 

_ 3. Animal Confinement Facilities 

a. Manure accumulation on unprepared bare-earth surfaces 

b. Excessive uncontained manure accumulation on animal access lanes 

c. Openings through which manure or run-off can escape 

"CjM 4. Manure and Silage Containment Facilities 

a. Uncontained manure stockpiled prior to or during rainy weather 

b. Uncontained manure stockpiled in or near drainage ways 

c. Uncontained contaminated run-off from silage bunker or feedstuffs 

d. Liquid manure facilities overflowing 

e. Manure storage facilities not emptied/prepared for start of rainy season 

f. Capacity of liquid manure facilities reduce! by accumulation of solids 

g. Earthen embankments not properly maintained or leaking 

h. Facilities have openings through which manure or run-off can escape 

i. Roof run-off system failure can or does produce uncontained contaminated 
run-off or reduces manure storage capacity 

j. Pumps or agitators inoperable 

k. 

_ 5. Manure Application Areas Acres:_ 

a. Manure applied to standing water or to soils that are saturated or flooded 

b. Manure applied to soils likely to be flooded in the next couple of months 

c. Liquid manure ponding on soils 

d. Contaminated surface and subsurface effluent from drainage tiles 

e. Manure or contaminated run-off flowing toward or into waters of the state 

f. Manure application exceeds agronomic rate m 

g. Liquid manure applied during heavy rainfall 

h. Manure application not in accordance with AWMP 

i. Manure applied to frozen or snow-covered soils 

j. Manure application system failure 

ft} / W Animal Waste Management Plan (AWMP) and Recordkeeping 

a. Soil-sampling results or manure-sampling results i 

b. Recordkeeping 
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CONCLUSION: 

_ a. Facility in compliance. Thank you for your cooperation in protecting the quality of Oregon's surface and ground waters. 

_ b. On Schedule. 

_ c. Planning Assistance. 

d. Educational Review. j — - j, ^ 

e. Concem(s) idepferfted. Spe^ttached Water Quality Advisory. 

_ f. ^t^tionfs^kl^tifkd^bei attached Notice of Noncompliance and Plan of Correction. 

^ ^rFinal In^ffegfitir^R^sults landing. 

inspector Suture Operator Signature 9 


White (Office copy) Yellow (Operator copy) Pink (Inspector copy) 


Form No. 7014 (Rev. 01/09) 


A Confined Animal Feeding Operation inspection was made at your facility on this date. Summary of inspection results is below. 

’ ~ % 


Confined Animal Feeding Operation 
Facility Inspection Report 


INSPECTION TYPE: 

_Routine 

_Follow-up 

>^_Complaint 

* Educational Review 


_EPA 

_Planning Assistance 

□ Armoured [^Unannounced 


Arrival Time: 


_ Departure Time:_ 


Assumed Business Name: 
Operator's Name: sfr.V 


Operator's h 
/WVlittc 
Address:_ i 


Phone Number:. 


Men 


license No 

b 


73SA37- 


Department 
of Agriculture 

635 Capitol Street N.E. 
Salem, OR 97301-2532 


Permitted Animal Numbers: 


_ , ^ E-mail Address:. 


.County:. 


fCell Phone Number:. 






WATER QUALITY ADVISORY 



STREET ADDRESS, CITY, STATE, Zl 



of the Oregon Department of Agriculture (ODA) met with you to review your compliance with the Oregon Water Pollution 
Control Facilities permit or National Pollutant Discharge Elimination System permit issued for your confined animal feeding 
operation by the Oregon Department of Agriculture, and state laws and regulations relating to protection of the state’s waters. 
The principal requirement of the permits is that manure and process wastes be managed so that they do not discharge into 
surface waters or impact groundwater. You are also required to contain, treat, hold, and dispose of wastes in a manner that 
does not adversely impact water quality. 


The inspector did not observe direct discharge of manure or process wastes into waters of the state or violations of permit 
conditions at the time of inspection. However, the inspector did observe an area(s) of concern that could lead to water quality 
problems if not corrected, and under Oregon Revised Statute (ORS) 468B.025(a), “No person shall cause pollution of any 
waters of the state, or place or cause to be placed, any wastes in a location where such wastes are likely to escape or be 
carried into the waters of the state by any means.” A Water Quality Advisory is not a formal enforcement action and is not 
appealable. 





Form 2011 WQA 


White-Office, Yellow-Inspector, Pink-Producer 
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INSPECTION TYPE: 

^ Routine 

_Follow-up 

^jComplaint 

_Educational Review 


Confined Animal Feeding Operation 
Facility Inspection Report 

_EPA 9 

_Planning Assistance 

□Announced nUnannounced 
_Other:_ 



Date: 


sh ift 


.Arrival Time:_Departure Time:. 

Assumed Business Name: Ucu4 Sbxm 


Operator's Name: Jo hq .—IL 


JkOcy- 

f Ja m_ 


_License No. 

-C Y k * 


. loooiss 
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Permitted Animal Numbers: 


Oregon 

Department 
of Agriculture 

635 Capitol Street N.E. 
Salem, OR 97301-2532 

3 *%'0O 


Address:. 


--* 

City: 7U CM 4 


s Name: J ft A- lUkUC\ fvfl - 

& 0 c t 2 — r*rrtso 6 tfj> — Jul&jL 


_ E-mail Address:. 


Zip: 7/^3 ? $ _County: 7 


Phone Number:. 


. Cell Phone Number:. 


A Confined Animal Feeding Operation inspection was made at your facility on this date. Summary of inspection results is below. 


LEGEND: C=Compliance N=Non-compliance NA=Not Applicable NE=Not Evaluated *=See Remark 


ITEM 

c i. 


Livestock Inventory:. 


$0 


+)A 


Total:. 


lo_Q 


c 




2. Parlor, Milk House, Holding Pen 

a. Milk parlor/bulk tank waste water not properly drained 

b. 

3. Animal Confinement Facilities 

a. Manure accumulation on unprepared bare-earth surfaces 

b. Excessive uncontained manure accumulation on animal access lanes 

c. Openings through which manure or run-off can escape 

d. 




4. Manure and Silage Containment Facilities 

a. Uncontained manure stockpiled prior to or during rainy weather 

b. Uncontained manure stockpiled in or near drainage ways 
^c^ Uncontained contaminated run-off from silage bunker or feedstuffs 

eT Liquid manure facilities overflowing 

e. Manure storage facilities not emptied/prepared for start of rainy season 

f. Capacity of liquid manure facilities reduced by accumulation of solids 

g. Earthen embankments not properly maintained or leaking 

h. Facilities have openings through which manure or run-off can escape 

i. Roof run-off system failure can or does produce uncontained contaminated 
run-off or reduces manure storage capacity 

j. Pumps or agitators inoperable 

k. _ 

33? 


Acres:. 




5. Manure Application Areas 

a. Manure applied to standing water or to soils that are saturated or flooded 

b. Manure applied to soils likely to be flooded in the next couple of months 

c. Liquid manure ponding on soils 

d. Contaminated surface and subsurface effluent from drainage tiles 

e. Manure or contaminated run-off flowing toward or into waters of the state 

f. Manure application exceeds agronomic rate 

g. Liquid manure applied during heavy rainfall 

h. Manure application not in accordance with AWMP 

i. Manure applied to frozen or snow-covered soils 

j. Manure application system failure 

k. 

6. Animal Waste Management Plan (AWMP) and Recordkeeping 

a. Soil-sampling results or manure-sampling results 

b. Recordkeeping 
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CONCLUSION: 

_ a. Facility in compliance. Thank you for your cooperation in protecting the quality of Oregon's surface and ground waters. 

_ b. On Schedule. 

_ c. Planning Assistance. 


d. Educational Review. 



attached Water Quality Advisory. 

. See attached Notjce-oTNoncompliance and Plan of Correction. 
Its Pendinj 


1 iyfpe^foj/Signa t ure 
White (Office copy) Yellow (Operator copy) Pink (Inspector copy) 



Form No. 7014 (Rev. 01/09) 





CASE FILE NO. 


iVIA NO. 


WAT * QUALITY ADVISORY 



Oregon Department of Agriculture 
Natural Resources Division 
625 Capitol Street NE 
Salem, Oregon 97301-2532 
(503) 986-4700 


STREET ADDRESgyCITY, STATE, ZIP 


PHONE NUMBER 


SL201& 



MONTH, DAY, YEAR INSPECTOR'S NAME 

of the Oregon Department of Agriculture (ODA) met with you to review your compliance with the Oregon Water Pollution 
Control Facilities permit or National Pollutant Discharge Elimination System permit issued for your confined animal feeding 
operation by the Oregon Department of Agriculture, and state laws and regulations relating to protection of the state’s waters. 
The principal requirement of the permits is that manure and process wastes be managed so that they do not discharge into 
surface waters or impact groundwater. You are also required to contain, treat, hold, and dispose of wastes in a manner that 
does not adversely impact water quality. 


The inspector did not observe direct discharge of manure or process wastes into waters of the state or violations of permit 
conditions at the time of inspection. However, the inspector did observe an area(s) of concern that could lead to water quality 
problems if not corrected, and under Oregon Revised Statute (ORS) 468B.025(a), “No person shall cause pollution of any 
waters of the state, or place or cause to be placed, any wastes in a location where such wastes are likely to escape or be 
carried into the waters of the state by any means.” A Water Quality Advisory is not a formal enforcement action and is not 
appealable. 


Description of Condition(s): 



Please take the corrective steps to eliminate the water quality concerns described above. Please contact me when you have 
corrected the potential problem or if you have any questions. 



Form 2011 WQA 


White-Office, Yellow-Inspector, Pink-Producer 
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Confined Animal Feeding Operation 
Facility Inspection Report 


INSPECTION TYPE: 

X' Routine 

_Follow-up 

■^.Complaint 

.Educational Review 


_EPA 

_Planning Assistance 

□ Announced □Unannounced 

_ Other: 






.Permitted Animal Numbers: 


Oregon 

Department 
of Agriculture 

635 Capitol Street N.E. 
Salem, OR 97301-2532 

3&0 


E-mail Address:. 


Phone Number: 9g<?7 . Cell Phone Number: 


Zip:. _County:. 




A Confined Animal Feeding Operation inspection was made at your facility on this date. Summary of inspection results is below. 


LEGEND: C=Compliance N=Non-compliance NA=Not Applicable NE=Not Evaluated *=See Remark 


REMARKS 

\ J£ ■ j) 

• O .Of) /h as\A J /vOl 


ITEM 

j/\. Livestock Inventory:. 




AM 


.Total:. 




l Parlor, Milk House, Holding Pen 

a. Milk parlor/bulk tank waste water not properly drained 

b. 

k Animal Confinement Facilities 

a. Manure accumulation on unprepared bare-earth surfaces 

b. Excessive uncontained manure accumulation on animal access lanes 

c. Openings through which manure or run-off can escape 


c 


XL 


1. Manure and Silage Containment Facilities 

a. Uncontained manure stockpiled prior to or during rainy weather 

b. Uncontained manure stockpiled in or near drainage ways 

c. Uncontained contaminated run-off from silage bunker or feedstuffs 

d. Liquid manure facilities overflowing 

e. Manure storage facilities not emptied/prepared for start of rainy season 

f. Capacity of liquid manure facilities reduced by accumulation of solids 

g. Earthen embankments not properly maintained or leaking 

h. Facilities have openings through which manure or run-off can escape 

i. Roof run-off system failure can or does produce uncontained contaminated 
run-off or reduces manure storage capacity 

j. Pumps or agitators inoperable 

>. Manure Application Areas Acres: Mb- .. 

a. Manure applied to standing water or to soils that are saturated or flooded 

b. Manure applied to soils likely to be flooded in the next couple of months 

c. Liquid manure ponding on soils 

d. Contaminated surface and subsurface effluent from drainage tiles 

e. Manure or contaminated run-off flowing toward or into waters of the state 

f. Manure application exceeds agronomic rate 

g. Liquid manure applied during heavy rainfall 

h. Manure application not in accordance with AWMP 

i. Manure applied to frozen or snow-covered soils 

j. Manure application system failure 

k. 

). Animal Waste Management Plan (AWMP) and Recordkeeping 

a. Soil-sampling results or manure-sampling results 

b. Recordkeeping 
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luM IX- jYYUUSjdbUJTldl 

m 


5. Kfa ^/YVI^VUX'U tUOA 

•^ppUirf. vyw 

u£c£ t-e l afifM*#' 

c/iAr\ (1Kfi 


■ax 


> c 




Vitnis L'A 





CONCLUSION: 

ML. a. Facility in compliance. Thank you for your cooperation in protecting the quality of Oregon's surface and groi 

_ b. On Schedule. 

_ c. Planning Assistance. 

d. Educational Review. 

x e. Concem(s) identified. See attached Water Quality Advisory. 

f. Violation(s) identified. See attached Notice of Noncompliance and Plan of Correction. 

Iftal Inspection Results Pennine- 7 



l /w foUM 


■t 




^J)p£rator Signature 


White (Office copy) Yellow (Operator copy) Pink (Inspector copy) 


Form No. 7014 (Rev. 01/09) 





WATER QUALITY ADVISORY 


/yi79bS 

CASE FILE NO. 

iVlA NO. 

‘'"S-ew&tt Gre-e/C /k.wj M-C- 3 _ 

CONFINED ANIMAL FEEDING OPERATION J CAFO OPERATOR’S NAME 

X.W 7 ? .ofi- ?"W - P7/ 

STREET ADDRESS, CITY, STATE, ZIP PHONE NUMBER 

On °-C^Lr 

' MONTH. DAY. YEAR ’ INSPECTOR'S NAME 

of the Oregon Department of Agriculture (ODA) met with you to review your compliance with the Oregon Water Pollution 
Control Facilities permit or National Pollutant Discharge Elimination System permit issued for your confined animal feeding 
operation by the Oregon Department of Agriculture, and state laws and regulations relating to protection of the state's waters. 
The principal requirement of the permits is that manure and process wastes be managed so that they do not discharge into 
surface waters or impact groundwater. You are also required to contain, treat, hold, and dispose of wastes in a manner that 
does not adversely impact water quality. 



Oregon Department of Agriculture 
Natural Resources Division 
625 Capitol Street NE 
Salem, Oregon 97301-2532 
(503) 986-4700 


The inspector did not observe direct discharge of manure or process wastes into waters of the state or violations of permit 
conditions at the time of inspection. However, the inspector did observe an area(s) of concern that could lead to water quality 
problems if not corrected, and under Oregon Revised Statute (ORS) 468B.025(a), “No person shall cause pollution of any 
waters of the state, or place or cause to be placed, any wastes in a location where such wastes are likely to escape or be 
carried into the waters of the state by any means.” A Water Quality Advisory is not a formal enforcement action and is not 
appealable. 


Description of Condition(s): 


U £rcr>->- 




jjOfct by A *//> _ 


Recommended Corrective Action(s): 

P 1-ZA.s-e [!<f* p/lg- 

J jx * *^ \'**y ^ ' ---- 



Please take the corrective steps to eliminate the water quality concerns described above. Please contact me when you have 


corrected the potential problem or if you have any questions. 



Sincerely, 


INSPECTOR’S SIGNATURE! 

Livestock Water Quality Specialist, 

CAFO Program, Natural Resources Division 


40 , ~ (o 

PHONE NO. 



Form 2011 WQA 


White-Office, Yellow-Inspector, Pink-Producer 












Confined Animal Feeding Operation 
Facility Inspection Report 


INSPECTION TYPE: 

{/^Routine 

_Follow-up 

^v_Complaint 

Educational Review 


_EPA 

_Planning Assistance 

J^Afmounced □Unannounced 
Other:__ 





Arrival Time:V m 


Assumed Business Name: 
Operator's Name: /VA \ 
Address: ^ 


Phone Number: 


Departure Time:_ 


Oreg on 

Department 
of Agriculture 

635 Capitol Street N.E. 
Salem, OR 9730\^g2 


.License No. 

V-M U-C. 


.Permitted Animal Numbers 




. E-mail Address:. 


_ County:. 


. Cell Phone Number:. 


A Confined Animal Feeding Operation inspection was made at your facility on this date. Summary of inspection results is below. 


LEGEND: C=Compliance N=Non-compliance NA=Not Applicable NE=Not Evaluated *=See Remark 


REMARKS 


_1. Livestock Inventory:. 


U 


^2. Parlor, Milk House, Holding Pen 

a. Milk parlor/bulk tank waste water not properly drained 

b. 

^3. Animal Confinement Facilities 

a. Manure accumulation on unprepared bare-earth surfaces 

b. Excessive uncontained manure accumulation on animal access lanes 

c. Openings through which manure or run-off can escape 

d. 

4. Manure and Silage Containment Facilities 

a. Uncontained manure stockpiled prior to or during rainy weather 

b. Uncontained manure stockpiled in or near drainage ways 

rC2 Uncontained contaminated run-off from silage bunker or feedstuffs 
V: Liquid manure facilities overflowing 

e. Manure storage facilities not emptied/prepared for start of rainy season^p 

f. Capacity of liquid manure facilities reduced by accumulation of solids 

g. Earthen embankments not properly maintained or leaking [ 

h. Facilities have openings through which manure or run-off can escape 

i. Roof run-off system failure can or does produce uncontained contaminated 
run-off or reduces manure storage capacity 

j. Pumps or agitators inoperable 

k. 

5. Manure Application Areas Acres:_ 

a. Manure applied to standing water or to soils that are saturated or flooded 

b. Manure applied to soils likely to be flooded in the next couple of months 

c. Liquid manure ponding on soils 

d. Contaminated surface and subsurface effluent from drainage tiles 

e. Manure or contaminated run-off flowing toward or into waters of the state 

f. Manure application exceeds agronomic rate , 

g. Liquid manure applied during heavy rainfall 

h. Manure application not in accordance with AWMP 

i. Manure applied to frozen or snow-covered soils 

j. Manure application system failure 

k. 

6. Animal Waste Management Plan (AWMP) and Recordkeeping X 

a. Soil-sampling results or manure-sampling results 

b. Recordkeeping 


--rr^ 

DF' 




CONCLUSION: 

_ a. Facility in compliance. Thank you for your cooperation in protecting the quality of Oregon's surface and ground waters. 

_ b. On Schedule. 

_ c. Planning Assistance. / 

Educational Review. / / 6 

)r e. Concem(s) identified. See attached Water Quality Advisory. ^ « 

_ f. VJblation(s) identified. See attached Notice of Noncompliance and Plan of Correction. * 

- g. /anallnspecWRSftJte TeatW. r , | , m ~~ 


Inspector Signature 

White (Office copy) Yellow (Operator copy) Pink (Inspector copy) 


Operator Signature 


Form No. 7014 (Rev. 01/09) 







of the Oregon Department of Agriculture (ODA) met with you to review your compliance with the Oregon Water Pollution 
Control Facilities permit or National Pollutant Discharge Elimination System permit issued for your confined animal feeding 
operation by the Oregon Department of Agriculture, and state laws and regulations relating to protection of the state’s waters. 
The principal requirement of the permits is that manure and process wastes be managed so that they do not discharge into 
surface waters or impact groundwater. You are also required to contain, treat, hold, and dispose of wastes in a manner that 
does not adversely impact water quality. 


The inspector did not observe direct discharge of manure or process wastes into waters of the state or violations of permit 
conditions at the time of inspection. However, the inspector did observe an area(s) of concern that could lead to water quality 
problems if not corrected, and under Oregon Revised Statute (ORS) 468B.025(a), “No person shall cause pollution of any 
waters of the state, or place or cause to be placed, any wastes in a location where such wastes are likely to escape or be 
carried into the waters of the state by any means.” A Water Quality Advisory is not a formal enforcement action and is not 
appealable. 

Description of Condition(s): 



Please take the corrective steps to eliminate the water quality concerns described above. Please contact me when you have 
corrected tha potential problem or if you have any questions. 


Sincerely, 


INSPECTOR’S SIGNATURE 
Livestock Water Quality Specialist, 

CAFO Program, Natural Resources Division 


fyp-- 4* ^ 


PHONE NO. 


Form 2011 WQA 


White-Office, Yellow-Inspector, Pink-Producer 









? 27910 


C 1 onfined Animal Feeding Operatior 
Facility Inspection Report 


INSPECTION TYPE: 

tx KOutine 

_Follow-up 

_Complaint 

_Educational Review 


_EPA 

_Planning Assistance 

@?ffihounced [^Unannounced 
.Other: 


Date:_ y/$r//8 Arrival Time: *^ Departure Time:_ 


.License No. 





Oregon 

Department 


of Agriculture 


635 Capitol Street N.E. 
Salem, OR 9730L-2532 

V J 5 


.Permitted Animal Numbers ^^y" 


Assumed Business Name^,__ 


Opera tor's Name: 
Address: 


City: 




< p/d UjcnroL* &J. 


. E-mail Address:. 


. Zip:. 


?7/fZ- 


.County: 


Phone Number: 


. Cell Phone Number:. 


jb/ -jttS: 




A Confined Animal Feeding Operation inspection was made at your facility on this date. Summary of inspection results is below. 


LEGEND: C=Compliance N=Non-compliance NA=Not Applicable NE=Not Evaluated *=See Remark 


ITEM 

C-I 


-- 1. Livestock Inventory:. 


a 






<L 


Total: 


£ 


2. Parlor, Milk House, Holding Pen 

a. Milk parlor/bulk tank waste water not properly drained 

b. 


W- 


c 


3. Animal Confinement Facilities 

a. Manure accumulation on unprepared bare-earth surfaces 

b. Excessive uncontained manure accumulation on animal access lanes 

c. Openings through which manure or run-off can escape 

d. 


REMARKS 






4. Manure and Silage Containment Facilities 

a. Uncontained manure stockpiled prior to or during rainy weather 

b. Uncontained manure stockpiled in or near drainage ways 

c. Uncontained contaminated run-off from silage bunker or feedstuffs 

d. Liquid manure facilities overflowing 

e. Manure storage facilities not emptied/prepared for start of rainy season 

f. Capacity of liquid manure facilities reduced by accumulation of solids 

g. Earthen embankments not properly maintained or leaking 

h. Facilities have openings through which manure or run-off can escape 

i. Roof run-off system failure can or does produce uncontained contaminated 
run-off or reduces manure storage capacity 
Pumps or agitators inoperable 


b 

k. 


5. Manure Application Areas 


Acres:. 


L 


Manure applied to standing water or to soils that are saturated or flooded 
Manure applied to soils likely to be flooded in the next couple of months 
Liquid manure ponding on soils 

Contaminated surface and subsurface effluent from drainage tiles 

Manure or contaminated run-off flowing toward or into waters of the state 

Manure application exceeds agronomic rate 

Liquid manure applied during heavy rainfall 

Manure application not in accordance with AWMP 

Manure applied to frozen or snow-covered soils 

Manure application system failure 


6. Animal Waste Management Plan (AWMP) and Recordkeeping 

a. Soil-sampling results or manure-sampling results 

b. Recordkeeping 
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ft 


G~s( 


Q./AT- 

ifO# jt i+fe- ^ ^ 


’ftnr 




(bu^srk 










CONCLUSION: , . 

_ a. Facility in compliance. Thank you for your cooperation in protecting the quality of Oregon's surface and groufldwatgfS. r i, g* I »— I. 

_ b. On Schedule. tlUCi ^ 

_ c. Planning Assistance. 

.^rd. Educational Review. 

e. Concem(s) identified. See attached Water Quality Advisory, 
f/ Violation(s) identified. See attached Notice of Noncompliance and Plan of Corre£ 

LLnsoe«tj(» Results Pending. 


Inspector Signature 
White (Office copy) Yellow (Operator copy) Pink (Inspector copy) 



Operator Signature 


Form No. 7014 (Rev. 01/09) 




WATER QUALITY ADVISORY 


l?;2*nr3 

CASE FILE NO. 

I ~ 

MA NO. 


fYv \ V <aWA TVl vt\ _ 

CONFINED ANIMAL FEEDING OPERATION 



Oregon Department of Agriculture 
Natural Resources Division 
625 Capitol Street NE 
Salem, Oregon 97301-2532 
(503) 986-4700 


H/? x \c\Js~\ 

CAFO OPERATOR’S NAME 


^ 3\ VjO Lc'vi lU-ALiiiti iUi u N»Oo, /Ytlttw 


-UJl 

STREET ADDRESS/CITY, STATeTzI P 


n, r:K 






PHONE NUMBER 


On fW\V AV-. _ C.WxrV^tL IVrOA _ 

MONTH, DAY. YEAR ^ INSPECTOR’S NAME 

of the Oregon Department of Agriculture (ODAJmre^^ou-to revieW'your compliance with the Oregon Water Pollution 
Control Facilities permit or National Pollutant Discharge Elimination System permit issued for your confined animal feeding 
operation by the Oregon Department of Agriculture, and state laws and regulations relating to protection of the state’s waters. 
The principal requirement of the permits is that manure and process wastes be managed so that they do not discharge into 
surface waters or impact groundwater. You are also required to contain, treat, hold, and dispose of wastes in a manner that 
does not adversely impact water quality. 

The inspector did not observe direct discharge of manure or process wastes into waters of the state or violations of permit 
conditions at the time of inspection. However, the inspector did observe an area(s) of concern that could lead to water quality 
problems if not corrected, and under Oregon Revised Statute (ORS) 468B.025(a), “No person shall cause pollution of any 
waters of the state, or place or cause to be placed, any wastes in a location where such wastes are likely to escape or be 
carried into the waters of the state by any means." A Water Quality Advisory is not a formal enforcement action and is not 
appealable. 

Description of Condition(s): 


tv. 

_(AfiU_c ac.v ; nrvn i-'av v-^rr ^ ru: i» ha rs.i _ 

Up (Nhi.fS^b'rtk'S AtnWv\-Vv-/fVu-j\ i"S rcpp’i'C/lijhj m -H\t 
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i.uM r lVf= nVxt.-s^VvjrLi^- vwtur \ux<L ricpfi ilA-i+inmt* . 
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Recommended Corrective Action(s): 
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Please take the corrective steps to eliminate the water quality concerns described above. Please contact me when you have 
corrected the potential problem or if you have any questions. 


Sincerely, 

Vj'Uvw rlrvr.TX 




INSPECTOR’S SIGNATURE 
Livestock Water Quality Specialist, 

CAFO Program, Natural Resources Division 


PHONE NO. 


Form 2011 WQA 


White-Office, Yellow-Inspector, Pink-Producer 
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Confined Animal Feeding Operation 
Facility Inspection Report 


INSPECTION TYPE: 

_Routine 

_Follow-up 

_.Complaint 

_Educational Review 


_EPA 

_Planning Assistance 

□ Annou need □ U na nnounced 

V.Other: n r\ ml 'A _ 



Ore gon 

Department 
of Agriculture 

635 Capitol Street N.E. 
Salem, OR 97301-2532 


Date: ~ ~1 Arrival Time:. 


_ Departure Time:. 


_License No.: 1 iXC I 1 


.Permitted Animal Numbers:. 


Assumed Business Name: C*TYxaTL\ 

ODerntor's Name: 

ZD 

E-mail Address: 

Address: 

City: 

7ip- 

County: 

Phone Number: 

Cell Phone Number: 



A Confined Animal Feeding Operation inspection was made at your facility on this date. Summary of inspection results is below. 

LEGEND: C=Compliance 

N=Non-compliance NA=Not Applicable NE=Not Evaluated *=See Remark 

ITEM 

1. Livestock Inventory: 

REMARKS ^ £> 

& bocafv 


Total: 


2. Parlor, Milk House, Holding Pen 

a. Milk parlor/bulk tank waste water not properly drained 

b. 

3. Animal Confinement Facilities 

a. Manure accumulation on unprepared bare-earth surfaces 

b. Excessive uncontained manure accumulation on animal access lanes 

c. Openings through which manure or run-off can escape 

d. 

4. Manure and Silage Containment Facilities 

a. Uncontained manure stockpiled prior to or during rainy weather 

b. Uncontained manure stockpiled in or near drainage ways 

c. Uncontained contaminated run-off from silage bunker or feedstuffs 

d. Liquid manure facilities overflowing 

e. Manure storage facilities not emptied/prepared for start of rainy season 

f. Capacity of liquid manure facilities reduced by accumulation of solids 

g. Earthen embankments not properly maintained or leaking 

h. Facilities have openings through which manure or run-off can escape 

i. Roof run-off system failure can or does produce uncontained contaminated 
run-off or reduces manure storage capacity 

j. Pumps or agitators inoperable 

k. 

Acres:_ 


5. Manure Application Areas 

a. Manure applied to standing water or to soils that are saturated or flooded 

b. Manure applied to soils likely to be flooded in the next couple of months 

c. Liquid manure ponding on soils 

d. Contaminated surface and subsurface effluent from drainage tiles 

e. Manure or contaminated run-off flowing toward or into waters of the state 

f. Manure application exceeds agronomic rate 

g. Liquid manure applied during heavy rainfall 

h. Manure application not in accordance with AWMP 

i. Manure applied to frozen or snow-covered soils 

j. Manure application system failure 

k. 

6. Animal Waste Management Plan (AWMP) and Recordkeeping 

a. Soil-sampling results or manure-sampling results 

b. Recordkeeping 

c. 


CONCLUSION: 

_ a. Facility in compliance. Thank you for your cooperation in protecting the quality of Oregon's surface and ground waters. 

_ b. On Schedule. 

_ c. Planning Assistance. 

_ d. Educational Review. 

_ e. Concern(s) identified. See attached Water Quality Advisory. 

_ f. Violation(s) identified. See attached Notice of Noncompliance and Plan of Correction. 

_ g. Final Inspection Results Pending. 


ftueieo; 


. 5 / 22 P? 


c^D 


Inspector Signature 

White (Office copy) Yellow (Operator copy) I’ink (Inspector copy) 


Operator Signature 


Form No. 7014 (Rev. 01/09) 
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f onfined Animal Feeding Operation 
Facility Inspection Report 


INSPECTION TYPE: 
'^^^Routine 
_Follow-up 

_Complaint 

_Educational Review 

Date:. *Z /^Arrival Time 
Assumed Business Name:__ 


Operator s Name:_ 

Address: 

City 

Phone Number:. 


_EPA 

_Planning Assistance 

□Announced □ Unannounced 
_Other:. 


t Departure Time: 



License No.: 


Oregon 

Department 
of Agriculture 

635 Capitol Street N.E. 
Salem, OR 97301-2532 

-T2D 


<e2X2^z Permitted Animal Numbers: -4© 



sm- ? 9%-ss-r*, 


County: 




Cell Phone Number:. 


A Confined Animal Feeding Operation inspection was made at your facility on this date. Summary of inspection results is below. 


LEGEND: C-Compliance N=Non-compliance NA=Not Applicable NE=Not Evaluated *=See Remark 


ITEM 


. Livestock Inventory:. 



/4+P 


u 


.Total: 


UT 


2. Parlor, Milk House, Holding Pen 

Milk parlor/bulk tank waste water not properly drained 


REMARKS 


c - 


b. 

3. Animal Confinement Facilities 

a. Manure accumulation on unprepared bare-earth surfaces 

b. Excessive uncontained manure accumulation on animal access lanes 

c. Openings through which manure or run-off can escape 

d. 


__4- Manure and Silage Containment Facilities 

a. Uncontained manure stockpiled prior to or during rainy weather 

b. Uncontained manure stockpiled in or near drainage ways 

c. Uncontained contaminated run-off from silage bunker or feedstuffs 

d. Liquid manure facilities overflowing 

e. Manure storage facilities not emptied/prepared for start of rainy season 

f. Capacity of liquid manure facilities reduced by accumulation of solids 

g. Earthen embankments not properly maintained or leaking 

h. Facilities have openings through which manure or run-off can escape 

i. Roof run-off system failure can or does produce uncontained contaminated 
run-off or reduces manure storage capacity 

j. Pumps or agitators inoperable 

k. 


cr 

j7 jQL /A f 


Manure Application Areas Acres:. 

^ a. Manure aDDlied tn standina water r»r Grille t 



a. Manure applied to standing water or to soils that are saturated or flooded 

b. Manure applied to soils likely to be flooded in the next couple of months 
Liquid manure ponding on soils 

Contaminated surface and subsurface effluent from drainage tiles 
Manure or contaminated run-off flowing toward or into waters of the state 
Manure application exceeds agronomic rate 
w Liquid manure applied during heavy rainfall 

h. Manure application not in accordance with AWMP 

i. Manure applied to frozen or snow-covered soils 

j. Manure application system failure 

k. 

. Animal Waste Management Plan (AWMP) and Recordkeeping 

a. Soil-sampling results or manure-sampling results 

b. Recordkeeping 





<= of 6^ 


A'' V' ^' 

UJ Q A • 


CONCLUSION: 

a. Facility in compliance. Thank you for your cooperation in protecting the quality of Oregon's surface and ground waters. 
^ b. On Schedule. 


_ c. Planning Assistance. 

Educational Review. 

—e. Concem(s) identified. See attached Water Quality Advisory. 

_ f. Yiolation(s) identified. See attached Notice of Noncompliance and Plan of Correction. 

g. j/ nnalglnspect ion Results Pend ing. s~\ 

_ _ 

Ins^ectoF Signature ■ /" Operator ^jgnature 

White (Office copy) Yellow (Operator copy) Pink (Inspector copy) 


itered LS ( i -i j ■ ^ 


Form No. 7014 (Rev. 01/09) 






STREET ADDRESS, CITY, STATE, ZIP 


PHONE NUMBER 



of the Oregon Department of Agriculture (ODA) met with you to review your compliance with the Oregon Water Pollution 
Control Facilities permit or National Pollutant Discharge Elimination System permit issued for your confined animal feeding 
operation by the Oregon Department of Agriculture, and state laws and regulations relating to protection of the state’s waters. 
The principal requirement of the permits is that manure and process wastes be managed so that they do not discharge into 
surface waters or impact groundwater. You are also required to contain, treat, hold, and dispose of wastes in a manner that 
does not adversely impact water quality. 


The inspector did not observe direct discharge of manure or process wastes into waters of the state or violations of permit 
conditions at the time of inspection. However, the inspector did observe an area(s) of concern that could lead to water quality 
problems if not corrected, and under Oregon Revised Statute (ORS) 468B.025(a), “No person shall cause pollution of any 
waters of the state, or place or cause to be placed, any wastes in a location where such wastes are likely to escape or be 
carried into the waters of the state by any means.” A Water Quality Advisory is not a formal enforcement action and is not 




Please take the corrective steps to eliminate the water quality concerns described above. Please contact me when you have 
corrected the potential problem or if you have any questions. 


Sine 

i _ 

$PECTOR’S ^nature 
L ivestock Wate^Juality Specialist, 

CAFO Program, Natural Resources Division 




PHONE NO. 


Form 2011 WQA 


White-Office, Yellow-Inspector, Pink-Producer 
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WATER QUALITY ADVISORY 



r \ Mai \ Hi r mS 

CONFINED ANIMAL FEEDING OPERATION 


STREET ADDRESS, CIT^, STATfe, ZIP 



Oregon Department of Agriculture 
Natural Resources Division 
625 Capitol Street NE 
Salem, Oregon 97301-2532 
(503) 986-4700 


\~>AM A E\i OrS _ 

CAFO OPERATOR'S NAME 337 |£ ^ 

M7ltU t-'-Y 'V 

PHONE NUMBER 


On fy\A/\ _ r'VvurVeW. _ 

) ’MONTH. DAY. YEAR 77 _ . i INSPECTOR'S NAME 

J A»6CuSSr&\ 

of the Oregon Department of Agriculture (ODA)-met^ith-you-to-review-your compliance with the Oregon Water Pollution 
Control Facilities permit or National Pollutant Discharge Elimination System permit issued for your confined animal feeding 
operation by the Oregon Department of Agriculture, and state laws and regulations relating to protection of the state’s waters. 
The principal requirement of the permits is that manure and process wastes be managed so that they do not discharge into 
surface waters or impact groundwater. You are also required to contain, treat, hold, and dispose of wastes in a manner that 
does not adversely impact water quality. 


The inspector did not observe direct discharge of manure or process wastes into waters of the state or violations of permit 
conditions at the time of inspection. However, the inspector did observe an area(s) of concern that could lead to water quality 
problems if not corrected, and under Oregon Revised Statute (ORS) 468B.025(a), “No person shall cause pollution of any 
waters of the state, or place or cause to be placed, any wastes in a location where such wastes are likely to escape or be 
carried into the waters of the state by any means.” A Water Quality Advisory is not a formal enforcement action and is not 
appealable. 


Description of Condition(s): 


Th A u v- e - ~\V K c\\ pio Au^vs\P nAr rKnfzA 


n v V cm r, i ov-\wxi i'Tt 


Recommended Corrective Action(s): 


( nmfsXi'Hn? f\ LV vfn 


' C<\(\ *’ lv<? 

% Drw r 5 .‘S5\f'a UcyiAA, ' - J 




Please take the corrective steps to eliminate the water quality concerns described above. Please contact me when you have 
corrected the potential problem or if you have any questions. 


Sincerely, 

( Vrau w . CcC.£jQt 1.- 

INSPECTOR’S SIGNATURE 
Livestock Water Quality Specialist. 

CAFO Program. Natural Resources Division 


PHONE NO. 


Form 2011 WQA 


White-Office, Yellow-Inspector, Pink-Producer 
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Confined Animal Feeding Operation 
Facility Inspection Report 


INSPECTION TYPE: 

_Routine 

_Follow-up 

_.Complaint 

_Educational Review 


_EPA 

_Planning Assistance 

□Announced DUnannounced 
Other: r?A m . i \ _ 



Ore gon 

Department 
of Agriculture 

635 Capitol Street N.E. 
Salem, OR 97301-2532 


_ Departure Time:_ 


Date: O 1 _Arrival Time:_ 

Assumed Business Name: Cx 1 A'vrrvvS 


.License No.: 1 c >\ 


a- 


.Permitted Animal Numbers:. 


Operator's Name: i ^ 


. E-mail Address:. 


Address: (v rr ~jTf'\ \~i t 0 ( A ^ "~7 


City: T £\\r/\} 


& 


. Zip:_ii_ilLL^_ 


_ County: LC </7 ■„ 


Phone Number:. 


.Cell Phone Number:. 


A Confined Animal Feeding Operation inspection was made at your facility on this date. Summary of inspection results is below. 


LEGEND: C=Compliance N=Non-compliance NA=Not Applicable NE=Not Evaluated *=See Remark 


ITEM 


1. Livestock Inventory:. 


Total: 


2. Parlor, Milk House, Holding Pen 

a. Milk parlor/bulk tank waste water not properly drained 

b. 

3. Animal Confinement Facilities 

a. Manure accumulation on unprepared bare-earth surfaces 

b. Excessive uncontained manure accumulation on animal access lanes 

c. Openings through which manure or run-off can escape 

d. 

4. Manure and Silage Containment Facilities 

a. Uncontained manure stockpiled prior to or during rainy weather 

b. Uncontained manure stockpiled in or near drainage ways 

c. Uncontained contaminated run-off from silage bunker or feedstuffs 

d. Liquid manure facilities overflowing 

e. Manure storage facilities not emptied/prepared for start of rainy season 

f. Capacity of liquid manure facilities reduced by accumulation of solids 

g. Earthen embankments not properly maintained or leaking 

h. Facilities have openings through which manure or run-off can escape 

i. Roof run-off system failure can or does produce uncontained contaminated 
run-off or reduces manure storage capacity 

j. Pumps or agitators inoperable 

k. 

5. Manure Application Areas Acres:_ 

a. Manure applied to standing water or to soils that are saturated or flooded 

b. Manure applied to soils likely to be flooded in the next couple of months 

c. Liquid manure ponding on soils 

d. Contaminated surface and subsurface effluent from drainage tiles 

e. Manure or contaminated run-off flowing toward or into waters of the state 

f. Manure application exceeds agronomic rate 

g. Liquid manure applied during heavy rainfall 

h. Manure application not in accordance with AVVMP 

i. Manure applied to frozen or snow-covered soils 

j. Manure application system failure 

k. 

6. Animal Waste Management Plan (AWMP) and Recordkeeping 

a. Soil-sampling results or manure-sampling results 

b. Recordkeeping 


REMARKS 


f\^ ON’ {JrL. H v 


CONCLUSION: 

_ a. Facility in compliance. Thank you for your cooperation in protecting the quality of Oregon's surface and ground waters. 


b. On Schedule. 

c. Planning Assistance. 

d. Educational Review. 

e. Concern(s) identified. See attached Water Quality Advisory’. 

f. Violation(s) identified. See attached Notice of Noncompliance and Plan of Correction. 

g. Final Inspection Results Pending. 




t V '■v. 


Inspector Signature 

White (Office copy) Yellow (Operator copy) Pink (Inspector copy) 


Operator Signature 


Form No. 7014 (Rev. 01/09) 
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^onfined Animal Feeding Operatic 
Facility Inspection Report 


INSPECTION TYPE 

Routine 

^Follow-up 

_Complaint 

_Educational Review 

£-\L i ? 


_EPA 

_Planning Assistance 

□ Announced DUnannounced 
_Other:__ 


Date: 


Arrival Time 




Departure Time:_ 


Assumed Business Name:. UJj4\ 7~£- 'SorFylx.O 


.License No.: 





.Permitted Animal Numbers: 


Oregon 

Department 
of Agriculture 

635 Capitol Street N.E. 
Salem, OR 97301-2532 

MiG 


Operator's Name:. L o-t-Ug^ A XcAi 

Address: 3 _ 

City: _ ^7 32JT 


_ E-mail Address:. 


_ County: 


Phone Number: 


Cell Phone Number:. 


A Confined Animal Feeding Operation inspection was made at your facility on this date. Summary of inspection results is below. 

LEGEND: C=Compliance N=Non-compliance NA=Not Applicable NE=Not Evaluated *=See Remark 

ITEM 

1. Livestock Inventory* 

REMARKS x ^ ^ 

3z ^ d'H*. . 

1 )V- ' 

UA 1 ! r*** 

A V, QsSe, 0^ L ^e*t 

$ <*»*■*&* 

1 , 

,\ \j<^£ 4'^ AW* ^ J<> ~ 

y. 7W 3 ", v ftxess 

__ Total: 

2. Parlor, Milk House, Holding Pen 

a. Milk parlor/bulk tank waste water not properly drained 

3. Animal Confinement Facilities 

a. Manure accumulation on unprepared bare-earth surfaces 

b. Excessive uncontained manure accumulation on animal access lanes 

c. Openings through which manure or run-off can escape 

d. 

4. Manure and Silage Containment Facilities 

a. Uncontained manure stockpiled prior to or during rainy weather 

b. Uncontained manure stockpiled in or near drainage ways 

c. Uncontained contaminated run-off from silage bunker or feedstuffs 

d. Liquid manure facilities overflowing 

e. Manure storage facilities not emptied/prepared for start of rainy season 

f. Capacity of liquid manure facilities reduced by accumulation of solids 

g. Earthen embankments not properly maintained or leaking 

h. Facilities have openings through which manure or run-off can escape 

i. Roof run-off system failure can or does produce uncontained contaminated 
run-off or reduces manure storage capacity 

j. Pumps or agitators inoperable 

k. -i r^ikr 

5. Manure Application Areas Acres: 

a. Manure applied to standing water or to soils that are saturated or flooded 

b. Manure applied to soils likely to be flooded in the next couple of months 

c. Liquid manure ponding on soils 

d. Contaminated surface and subsurface effluent from drainage tiles 

e. Manure or contaminated run-off flowing toward or into waters of the state 

f. Manure application exceeds agronomic rate 

g. Liquid manure applied during heavy rainfall 

h. Manure application not in accordance with AWMP 

i. Manure applied to frozen or snow-covered soils i 

j. Manure application system failure 

k. 

6. Animal Waste Management Plan (AWMP) and Recordkeeping 

a. Soil-sampling results or manure-sampling results 

b. Recordkeeping 

c. 



CONCLUSION: 

- a. Facility in compliance. Thank you for your cooperation in protecting the quality of Oregon's surface and ground waters. 

_ b. On Schedule. 

_ c. Planning Assistance. 

_ d. Educational Review. 

_ e. Concern(s) identified. See attached Water Quality Advisory. 

_ f. Violation(s) identified. See attached Notice of Noncompliance and Plan of 

g. Final Inspection Results Pending. 


Inspector Signature 

White (Office copy) Yellow (Operator copy) Pink (Inspector copy) 


\o 


7014 


Form 


(Rev. 01/09) 







r onfined Animal Feeding Operation 
Facility Inspection Report 


S Oregon 

Department 
of Agriculture 

635 Capitol Street N.E. 
Salem, OR 97301-2532 

Permitted Animal Numbers:. it 


^SPECTION TYPE: 

.Routine 
Tollow-up 
.Complaint 
Educational Review 


bU a 

: kirn 


_EPA 

_ Planning Assistance 
Announced DUnannounced 
_ Other:_ 


Departure Time: 


Assumed Business Nai 


Operator's N^me: 
Address: 7) 


E-mail Address: 


County: 


Phone Number: 


Cell Phone Number: 


A Confined Animal Feeding Operation inspection was made at your facility on this date. Summary of inspection results is below. 


LEGEND: C=Compliance N=Non-compliance 


1. Livestock Inventory: 


NA=Not Applicable N 


, REfylARKS 


NE=Not Evaluated 


*=See Remark 



- 2. Parlor, Milk House, Holding Pen 

s*) A a. Milk parlor/bulk tank waste water not properly drained 

,_^ ' d. Animal Confinement Facilities 

a. Manure accumulation on unprepared bare-earth surfaces 

b. Excessive uncontained manure accumulation on animal access lanes 

c. Openings through which manure or run-off can escape 
V-4- d - 

4. Manure and Silage Containment Facilities 

a. Uncontained manure stockpiled prior to or during rainy weather 

b. Uncontained manure stockpiled in or near drainage ways 

c. Uncontained contaminated run-off from silage bunker or feedstuffs 

d. Liquid manure facilities overflowing 

e. Manure storage facilities not emptied/prepared for start of rainy season 

f. Capacity of liquid manure facilities reduced by accumulation of solids 

g. Earthen embankments not properly maintained or leaking 

h. Facilities have openings through which manure or run-off can escape 

i. Roof run-off system failure can or does produce uncontained contaminated 
run-off or reduces manure storage capacity 

j. Pumps or agitators inoperable 


6 , 


Me** 

0ySfep\ UwAq, 

WrK CXffryJ totj 

&rn of^ 

D/^oa 
CjoA ItoClQj 


'5. Manure Application Areas Acres:_ 

a. Manure applied to standing water or to soils that are saturated or flooded 

b. Manure applied to soils likely to be flooded in the next couple of months 

c. Liquid manure ponding on soils 

d. Contaminated surface and subsurface effluent from drainage tiles 

e. Manure or contaminated run-off flowing toward or into waters of the state 

f. Manure application exceeds agronomic rate 

g. Liquid manure applied during heavy rainfall 

h. Manure application not in accordance with AWMP 

i. Manure applied to frozen or snow-covered soils 

j. Manure application system failure 

k. 

6. Animal Waste Management Plan (AWMP) and Recordkeeping 

a. Soil-sampling results or manure-sampling results 

b. Recordkeeping 


CONCLUSION: 

_ a. Facility in compliance. Thank you for your cooperation in protecting the quality of Oregon's surface and ground waters. 

_ b. On Schedule. 

_ c. Planning Assistance. 

_ d. Educational Review. j 

e. Concern(s) identified. 

_ f. Violation(s) identified. See attach^d-Notice of Nonotompliance and Plan of Correction. _* 

g. Final Inspection Results Pendu*^ J Ds\ l 




Operator Signature 


White (Office copy) Yellow (Operator copy) Pink (Inspector copy) 


Form No. 7014 (Rev. 01/09) 




WATEf 1UALITY ADVISORY 


tSlgas 3r 

CASE FILE NO. 

I 

MA NO. 

CONFINED ANIMAL FEEDING OPERATION 


• Oregon Department of Agriculture 
Natural Resources Division 
625 Capitol Street NE 
Salem, Oregon 97301-2532 
(503) 986-4700 




CAFO OPERATOR’S NAME 


&/v • go/.-^roa 

STREET ADDRESS, CITY, STATE, ZIP PHONE NUMBER 





INSPECTOR'S NAME 


of the Oregon Department of Agriculture (ODA) met with you to review your compliance with the Oregon Water Pollution 
Control Facilities permit or National Pollutant Discharge Elimination System permit issued for your confined animal feeding 
operation by the Oregon Department of Agriculture, and state laws and regulations relating to protection of the state’s waters. 
The principal requirement of the permits is that manure and process wastes be managed so that they do not discharge into 
surface waters or impact groundwater. You are also required to contain, treat, hold, and dispose of wastes in a manner that 
does not adversely impact water quality. 


The inspector did not observe direct discharge of manure or process wastes into waters of the state or violations of permit 
conditions at the time of inspection. However, the inspector did observe an area(s) of concern that could lead to water quality 
problems if not corrected, and under Oregon Revised Statute (ORS) 468B.025(a), “No person shall cause pollution of any 
waters of the state, or place or cause to be placed, any wastes in a location where such wastes are likely to escape or be 
carried into the waters of the state by any means." A Water Quality Advisory is not a formal enforcement action and is not 
appealable. - 

Description of Condition(s): 

^ ^ ^ 




Recommended Corrective Action(s): 

*4 MV* A-CJLuvTi-A-Q uO bl ^ 

gcfcS // — 




I*. * 


Please take the corrective steps to eliminate the water quality concerns described above. Please contact me when you have 
corrected the potential problem or if you have any questions. 

INSPECTOR’S SIGNATJ^ReA) ~ PHONE 

Livestock Water Qualit^Specfalist, 

CAFO Program, Natural Resources Division 









Na 


Form 2011 WQA 


White-Office, Yellow-Inspector, Pink-Producer 






/ r28255 


Confined Animal Feeding Operation 
Facility Inspection Report 


INSPECTION TYPE: 

_*^outine 

_Follow-up 

_Complaint 

_Educational Review 


CU t/i£_ 


_EPA 

Planning Assistance 
B^Cnnounc 
Other: 



Oregon 

Department 
of Agriculture 

635 Capitol Street N.E. 
Salem, OR 97301-2532 


Date:. 

Assumed Business Nai 


Arrival Time: 


2 


^ *— Departure Time:_ 

t/iX a' 


.License No.:. /7^/gy 


.Permitted Animal Numbers: 


Jame: isj C l A- 

Opera tor's Name:. 

Address: i^//^ (Lj ~ 

City:_Zip: 

Phone Number:. 


. E-mail Address:. 


7 7/TV 


.County: 


~7s 7 /?****£. 


_ Cell Phone Number:. 




A Confined Animal Feeding Operation inspection was made at your facility on this date. Summary of inspection results is below. 


LEGEND: C=Compliance N=Non-compliance NA=Not Applicable NE=Not Evaluated *=See Remark 


ITEM 

<-n 


. Livestock Inventory:. 


3^ ^4-r/ 1 


U, 


Total: 


6>¥0 


2. Parlor, Milk House, Holding Pen 

a. Milk parlor/bulk tank waste water not properly drained 

b. 

u 3. Animal Confinement Facilities 

a. Manure accumulation on unprepared bare-earth surfaces 

b. Excessive uncontained manure accumulation on animal access lanes 

c. Openings through which manure or run-off can escape 

d. 

f 4. Manure and Silage Containment Facilities 

=* Uncontained manure stockpiled prior to or during rainy weather 
Uncontained manure stockpiled in or near drainage ways 
Uncontained contaminated run-off from silage bunker or feedstuffs 
d. Liquid manure facilities overflowing 

Manure storage facilities not emptied/prepared for start of rainy season 
Capacity of liquid manure facilities reduced by accumulation of solids 
Earthen embankments not properly maintained or leaking 

h. Facilities have openings through which manure or run-off can escape 

i. Roof run-off system failure can or does produce uncontained contaminated 
run-off or reduces manure storage capacity 
Pumps or agitators inoperable 




a. 

b. 

c. 


e. 

f. 
8- 


c- 


k. 

5. Manure Application Areas 


Acres:. 


£ 


a. Manure applied to standing water or to soils that are saturated or flooded 

b. Manure applied to soils likely to be flooded in the next couple of months 

c. Liquid manure ponding on soils 

d. Contaminated surface and subsurface effluent from drainage tiles 

e. Manure or contaminated run-off flowing toward or into waters of the state 

f. Manure application exceeds agronomic rate 

g. Liquid manure applied during heavy rainfall 

h. Manure application not in accordance with AWMP 

i. Manure applied to frozen or snow-covered soils 

j. Manure application system failure 

k. 

6. Animal Waste Management Plan (AWMP) and Recordkeeping 

a. Soil-sampling results or manure-sampling results 

b. Recordkeeping 


REMARKS 


J^TUs '’—- 



Lf- 






| 1 Lcjtnk U#* 

f ^.cjTr- A W ^ 

^ Jo orf tsLZf’^ C 

(fo ow \*4X**- 


CONCLUSION: 

_ a. Facility in compliance. Thank you for your cooperation in protecting the quality of Oregon's surface and ground waters. 


_ b. On Schedule. 

_ c. Planning Assistance. 

Educational Review. 

Lr e. Concern(s) identified. See attached Water Quality Advisory. 

_ f. Violation(s) identified. See attached Notice of Noncompliance and Plan of Correctiq^f. 

_ g.^inal InspecJ^f^ Results Pending. 


In>p£ctor Signature 
White (Office copy) Yellow (Operator copy) Pink (Inspector copy) 







Operator Signature 


Form No. 7014 (Rev. 01/09) 





STREET ADDRESS, CITY, STATE, ZIP 


PHONE NUMBER 






—^ ' MONTH, DAY, YEAR , , (. INSPECTOR’S NAME 

of the Oregon Department of Agriculture (ODA) mot w i th you t o r e v ie w your compliance with the Oregon Water Pollution 
Control Facilities permit or National Pollutant Discharge Elimination System permit issued for your confined animal feeding 
operation by the Oregon Department of Agriculture, and state laws and regulations relating to protection of the state’s waters. 
The principal requirement of the permits is that manure and process wastes be managed so that they do not discharge into 
surface waters or impact groundwater. You are also required to contain, treat, hold, and dispose of wastes in a manner that 
does not adversely impact water quality. 


INSPECTOR'S NAME 


The inspector did not observe direct discharge of manure or process wastes into waters of the state or violations of permit 
conditions at the time of inspection. However, the inspector did observe an area(s) of concern that could lead to water quality 
problems if not corrected, and under Oregon Revised Statute (ORS) 468B.025(a), “No person shall cause pollution of any 
waters of the state, or place or cause to be placed, any wastes in a location where such wastes are likely to escape or be 
carried into the waters of the state by any means." A Water Quality Advisory is not a formal enforcement action and is not 
appealable. 


Description of Condition(s): 



Please take the corrective steps to eliminate the water quality concerns described above. Please contact me when you have 
corrected the potential problem or if you have any questions. 



Livestock Water Quality Specialist, 

CAFO Program, Natural Resources Division 


Form 2011 WQA 


White-Office, Yellow-Inspector, Pink-Producer 
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Confined Animal Feeding Operation 
Facility Inspection Report 


INSPECTION TYPE: 

_Routine 

F ollow-up 
.Complaint 
..Educational Review 


_EPA 

_Planning Assistance 

□ Announced □Unannounced 
_Other:_ 



Oregon 

Department 
of Agriculture 

635 Capitol Street N.E. 
Salem, OR 97301-2532 


Date:J2l_i2J__Arrival Time:jj_Departure Time:_License No. : t**\ \ 

Assumed Business Name: C) \ Cy \jfH 1 (/ LA^ _ 


.Permitted Animal Numbers: 


Operator's Name: 

Address:_ 

City:_ 


E-mail Address:. 


. Zip:. 


.County:. 


Phone Number:. 


. Cell Phone Number:. 


A Confined Animal Feeding Operation inspection was made at your facility on this date. Summary of inspection results is below. 


LEGEND: C=Compliance N=Non-compliance NA=Not Applicable NE=Not Evaluated *=See Remark 


ITEM 


1. Livestock Inventory:. 


.Total: 


2. Parlor, Milk House, Holding Pen 

a. Milk parlor/bulk tank waste water not properly drained 

b. 

3. Animal Confinement Facilities 

a. Manure accumulation on unprepared bare-earth surfaces 

b. Excessive uncontained manure accumulation on animal access lanes 

c. Openings through which manure or run-off can escape 

d. 

4. Manure and Silage Containment Facilities 

a. Uncontained manure stockpiled prior to or during rainy weather 

b. Uncontained manure stockpiled in or near drainage ways 

c. Uncontained contaminated run-off from silage bunker or feedstuffs 

d. Liquid manure facilities overflowing 

e. Manure storage facilities not emptied/prepared for start of rainy season 


Capacity of liquid manure facilities reduced by accumulation of solids 

g. Earthen embankments not properly maintained or leaking 

h. Facilities have openings through which manure or run-off can escape 

i. Roof run-off system failure can or does produce uncontained contaminated 
run-off or reduces manure storage capacity 

j. Pumps or agitators inoperable 

k. 

5. Manure Application Areas Acres:_ 

a. Manure applied to standing water or to soils that are saturated or flooded 

b. Manure applied to soils likely to be flooded in the next couple of months 

c. Liquid manure ponding on soils 

d. Contaminated surface and subsurface effluent from drainage tiles 

e. Manure or contaminated run-off flowing toward or into waters of the state 

f. Manure application exceeds agronomic rate 

g. Liquid manure applied during heavy rainfall 

h. Manure application not in accordance with AWMP 

i. Manure applied to frozen or snow-covered soils 

j. Manure application system failure 

k. 

6. Animal Waste Management Plan (AWMP) and Recordkeeping 

a. Soil-sampling results or manure-sampling results 

b. Recordkeeping 

c. 


REMARKS 


r\£ ^\Wr1> fapfa IS d-V'h.'y 
^ ^ fa sVv OA-i 


Vyc3 

Yxfa cAor^ 

\ dlwA^^bYv 


oofa U> 


CONCLUSION: 

_ a. Facility in compliance. Thank you for your cooperation in protecting the quality of Oregon's surface and ground waters. 

_ b. On Schedule. 

, c. Planning Assistance. 

~_ d. Educational Review. 

_ e. Concem(s) identified. See attached Water Quality Advisory. 

. yy . f. Violation(s) identified. See attached Notice of Noncompliance and Plan of Correction, 
g. Final Inspection Results Pending. 




Inspector Signature 


Oph 


ex<rt\tx- WA- Tvi c^Srftl 


Operator Signature 


x Form No. 7014 (Rev. 01 /09) 


White (Office copy) Yellow (Operator copy) Pink (Inspector copy) 





Confined Animal Feeding Operation 
Facility Inspection Report 

INSPECTION TYPE: 

_Routine _EPA 

_Follow-up _Planning Assistance 

^.Complaint □Announced □Unannounced 

.Educational Review V Other. (XA m.v VA _ 


I IP; 270 i 3 



Oregon 

Department 
of Agriculture 

635 Capitol Street N.E. 
Salem, OR 97301-2532 


Date : 1 ' \ SK .Arrival Time: 


License No.:_ 15130*1 _Permitted Animal Numbers:. 


Assumed Business Name: \Y, \ Yl 1 V C 

ul\ A>ut-rv 


Operator's Name: \')c .VCO *QjC~ 


E-mail Address: 

Address: A ) c i & \1ALU'( \ C "\ Cric 

: 


Citv: ‘SaIgAYV. 

Zip: 

County: \ f \ 


Phone Number: 


Cell Phone Number: 


A Confined Animal Feeding Operation inspection was made at your facility on this date. Summary of inspection results is below. 

LEGEND: C=Compliance N=Non-compliance NA=Not Applicable NE=Not Evaluated *=See Remark 

ITEM 

1. Livestock Inventory: 

REMARKS 

Total: 

2. Parlor, Milk House, Holding Pen 

a. Milk parlor/bulk tank waste water not properly drained 

b. 

3. Animal Confinement Facilities 

a. Manure accumulation on unprepared bare-earth surfaces 

b. Excessive uncontained manure accumulation on animal access lanes 

c. Openings through which manure or run-off can escape 

d. 

^ 4. Manure and Silage Containment Facilities 

a. Uncontained manure stockpiled prior to or during rainy weather 

b. Uncontained manure stockpiled in or near drainage ways 

c. Uncontained contaminated run-off from silage bunker or feedstuffs 

d. Liquid manure facilities overflowing 

e. Manure storage facilities not emptied/prepared for start of rainy season 

f. Capacity of liquid manure facilities reduced by accumulation of solids 

g. Earthen embankments not properly maintained or leaking 

h. Facilities have openings through which manure or run-off can escape 

i. Roof run-off system failure can or does produce uncontained contaminated 
run-off or reduces manure storage capacity 

j. Pumps or agitators inoperable 

k. 

5. Manure Application Areas Acres: 

a. Manure applied to standing water or to soils that are saturated or flooded 

b. Manure applied to soils likely to be flooded in the next couple of months 

c. Liquid manure ponding on soils 

d. Contaminated surface and subsurface effluent from drainage tiles 

e. Manure or contaminated run-off flowing toward or into waters of the state 

f. Manure application exceeds agronomic rate 

g. Liquid manure applied during heavy rainfall 

h. Manure application not in accordance with AWMP 

i. Manure applied to frozen or snow-covered soils 

j. Manure application system failure 

k. 

6. Animal Waste Management Plan (AWMP) and Recordkeeping 

a. Soil-sampling results or manure-sampling results 

b. Recordkeeping 

c. 

j+JjnJ rQ V v^ep 

v *a J\ trap 
VfperA ^ P7COC 4Wvv\. 
FlYV -Vo to. <Q. A. 


CONCLUSION: 

- a. Facility in compliance. Thank you for your cooperation in protecting the quality of Oregon's surface and ground waters. 

_ b. On Schedule. 

_ c. Planning Assistance. 

' u d. Educational Review. 

e. Concem(s) identified. See attached Water Quality Advisory. 

_ f. Violation(s) identified. See attached Notice of Noncompliance and Plan of Correction. 

g. Final Inspection Results Pending. 


7L 




Inspector Signature 
White (Office copy) Yellow (Operator copy) Pink (Inspector copy) 


Operator Signature 


Form No. 7014 (Rev. 01/09) 
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WATER QUALITY ADVISORY 


CASE FILE NO. 








{R*-v 


CONFINED ANIMAL FEEDING OPERATION 

&£>. SR 1 

STREET ADDRESS, CITY, STATE, ZIP 
On ^ ^ ~ ^ 



-L-^> 


Oregon Department of Agriculture 
Natural Resources Division 
635 Capitol Street NE 
Salem, Oregon 97301-2532 
(503)986 - 4700 


CAFO OPERATOR’S NAME 

£>(Z 7<^-£SZ2; 

* = F&*ZZ 



PHONE NUMBER 


MONTH, DAY, YEAR ]/ INSPECTOR’S NAME 

of the Oregon Department of Agriculture met with you to review your compliance with the Water Pollution 
Control Facilities general permit #0800 issued for your confined animal feeding operation by the Department 
of Agriculture, and state laws and regulations relating to protection of the state’s waters. The principal re¬ 
quirement of the permit is that animal wastes be managed so pollutants do not discharge into surface waters 
or impact groundwater. You are also required to contain, treat, hold, and dispose of wastes in a manner that 
does not adversely impact water quality. 


The inspector did not observe direct discharge of animal wastes into waters of the state or violations of permit 
conditions at the time of inspection. However, the inspector did observe an area(s) of concern that could lead 
to water quality problems if not corrected and under ORS 468B.025(a) “No person shall cause pollution of any 
waters of the state, or place or cause to be placed, any wastes in a location where such wastes are likely to 
escape or be carried into the waters of the state by any means." 


'“V. 


Description off Condition(s): 

-* £* o4s W-,s A grjpv* .ao <^’ut2r stoics Mead^L ^?rp>ur~. 


t 


Recommended Corrective Action(s): 

^ ~*r\ gy rj A Zjp A 

AM Mg-u, Arne's* <ofcr+v-A 
n • ri * L ^ s t * 

/af IT &<-* gl 

Sep -A ^ey /4-iE-g. ( , _ 


Please take the corrective steps to eliminate the water quality concerns described above. Please contact me 
when you have corrected the potential problem or if you have any questions. 


Under the Oregon Plan for Salmon and Watersheds, Oregonians across the state are working together in a 
new spirit of cooperation to restore and maintain our rivers, lakes, and streams for multiple uses. By complet¬ 
ing the measures described above, you can do your part to protect and improve water quality. 


Sincerely, 



INSPECTOR’S SIGNATORY 
Livestock Water Quality Specialist, 

CAFO Prograrp, Natural Resources Division 
Phone 
Form 7010 


TO OFFICE 





l 8 25772 


Confined Animal Feeding Operation 
Facility Inspection Report 


INSPECTION TYPE: 

-^ Routine 
___Fol low-up 
.Complaint 
_Educational Review 

Date:. £-37- iff - _ArrivaUjme f^~^ Departur^Tlme:_ 

Assumed Business Name: . * At 

Operator's Namer. t±& 75 l /*- 


_EPA 

_Planning Assistance 

□Announced □Unannounced 
_Other:. 



.License No. 


: CSHS 


Oregon 

Department 
of Agriculture 

635 Capitol Street N.E. 
Salem, OR 9J201 > -253£^^ 

.Permitted Animal Numbers: ^ ^ 


Address: [ ^ ^ H1 RO S 


_ E-mail Address:, 


City: 


Phone Number: 


. Zip:. 




County: /ClA^t^Nj 


. Cel] Phone Number: 


: &tuo &>\~3$3*, CU*# t>c& SV%-56n 


A Confined Animal Feeding Operation inspection was made at your facility on this date. Summary of inspection results is below. 


LEGEND: C=Compliance N=Non-compliance NA=Not Applicable NE=Not Evaluated *=See Remark 


rrafl 

^^ TTLivestock Inventory:, 




Total: 




X&*- 


* 


Parlor, Milk House, Holding Pen 
a. Milk parlor/bulk tank waste water not properly drained 

3. Animal Confinement Facilities 

a. Manure accumulation on unprepared bare-earth surfaces 

b. Excessive uncontained manure accumulation on animal access lanes 

c. Openings through which manure or run-off can escape 

r. Manure and Silage Containment Facilities 

a. Uncontained manure stockpiled prior to or during rainy weather 

b. Uncontained manure stockpiled in or near drainage ways 

c. Uncontained contaminated run-off from silage bunker or feedstuffs 

d. Liquid manure facilities overflowing 

e. Manure storage facilities not emptied/prepared for start of rainy season 

f. Capacity of liquid manure facilities reduced by accumulation of solids 

g. Earthen embankments not properly maintained or leaking 

h. Facilities have openings through which manure or run-off can escape 

i. Roof run-off system failure can or does produce uncontained contaminated 
run-off or reduces manure storage capacity 

j. Pumps or agitators inoperable 

k. 


REMARKS 






<1 


5. Manure Application Areas 


Acres: 




3. 


Manure applied to standing water or to soils that are saturated or flooded /\ /Lj-L, r 

b. Manure applied to soils likely to be flooded in the next couple of months O «r 

c. Liquid manure ponding on soils 

d. Contaminated surface and subsurface effluent from drainage tiles 

e. Manure or contaminated run-off flowing toward or into waters of the state 

f. Manure application exceeds agronomic rate 

g. Liquid manure applied during heavy rainfall 

h. Manure application not in accordance with AWMP 

i. Manure applied to frozen or snow-covered soils 

j. Manure application system failure 

k. 

6. Animal Waste Management Plan (AWMP) and Recordkeeping 

a. Soil-sampling results or manure-sampling results 

b. Recordkeeping 

c. 
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CONCLUSION: 

_ a. 

_ b 

^ _ c. Planning Assistance. 

d. Educational Review. 


. Facility in compliance. Thank you for your cooperation in protecting the quality of Oregon's surface and ground wateri.\ 
. On Schedule. * 

w- 

V 

. vu. L.uu«.auuiiai ixcvicw. 

/v e. Concem(s) identified. See attached Water Quality Advisory. 1 

_ f. Violation(s) identified. See attached Notice of Noncompliance and Plan of Correction. /\ 

_^ g. Final Inspection Results Pending. ‘ ‘ ~ ~ L \ f 

E m _ 

Inspector SignatureOperator Signature 



Of, 


White (Office copy) Yellow (Operator copy) Pink (Inspector copy) 


Form No. 7014 (Rev. 01/09) 




WATER QUALITY ADVISORY 






CAFO OPERATOR'S NAME 


Oregon Department of Agriculture 
Natural Resources Division 
625 Capitol Street NE 
Salem, Oregon 97301-2532 
(503) 986-4700 


- -^ w. v w < v (i wi \ w i ini vii— 

I'U’-i’i _ L UUq, 

INSPEC TOR’ST'fAME l 


MONTH, DAY. YEAR ,.vara rows iWMt .. _ 

oftheOregoniDepartment of Agriculture met with you to review your compliance with the JWate^Pcfftrtf^^ 
GUI Hi J racuities general permitr#9669- issued for your confined animal feeding operation by the Department 
of Agriculture, and state laws and regulations relating to protection of the state's waters. The principal 
requirement of the permit is that animal wastes be managed so pollutants do not discharge into surface waters 
or impact groundwater. You are also required to contain, treat, hold, and dispose of wastes in a manner that 
does not adversely impact water quality. 


The Inspector did not observe direct discharge of animal wastes into waters of the state or violations of permit 
conditions at the time of inspection. However, the inspector did observe an area(s) of concern that could lead 
to water quality problems if not corrected and under ORS 468B.025(a) “No person shall cause pollution of any 
waters of the state, or place or cause to be placed, any wastes in a location where such wastes are likely to 
escape or be carried into the waters of the state by any means.” 



r 

8£jJi£ajJ 





JjeAufg, ... 
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afrerMandre . 


V / / If f * f w / 
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Please take the corrective steps to eliminate the water quality concerns described above. Please contact me ‘ 
when you have corrected the potential problem or if you have any questions. 

Under the Oregon Plan for Salmon and Watersheds, Oregonians across the state are working together in a 
new spirit of cooperation to restore and maintain our rivers, lakes, and streams for multiple uses. By completinq 
the measurr' ■* "— 1 - l --*-- 


; described above, you can do your part to protect and improve water quality. 



INSPECTOR’S ^NATURE 
Livestock Water Quality Specfalist, 
CAFO Prj 
Phone 



ivision 


Form 7010 


White-Office, Yellow-Inspector, Pink-Producer 





Confined Animal Feeding Operation 
Facility Inspection Report 


Oregon 

Department 
of Agriculture 


INSPECTION TYPE: 

_Routine 

^ Follow-up 
^.Complaint 
_Educational Review^ 


_EPA 

_Planning Assistance 

□Announced DUnannounced 
_Other:__ 


635 Capitol Street N.E, 
Salem, OR 97301-2532 


Arrival Jupe. 


Departure Time: 


License No. 


Permitted Animal Numbers: 


Assumed Business Nami 

Operator's Name: r _> 

Address : J 


E-mail Addres; 


County: 


Phone Number: 


Cell Phone Number: 


A Confined Animal Feeding Operation inspection was made at your facility on this date. Summary of inspection results is below. 


LEGEND: 


C-Compliance N=Non-compliance 


NA=Not Applicable NE=Not Evaluated 


*=See Remark 


ITEM 


REMARKS 


1. Livestock Inventory: 


__Total:_ 

2. Parlor, Milk House, Holding Pen 
i a. Milk parlor/bulk tank waste water not properly drained 


. Animal Confinement Facilities 

a. Manure accumulation on unprepared bare-earth surfaces 

b. Excessive uncontained manure accumulation on animal access lanes 

c. Openings through which manure or run-off can escape 


(Jfo i/naalt Ufejji 

fco/ri-AJouu on 


5. Manure Application Areas Acres:_ 

a. Manure applied to standing water or to soils that are saturated or flooded 

b. Manure applied to soils likely to be flooded in the next couple of months 

c. Liquid manure ponding on soils 

d. Contaminated surface and subsurface effluent from drainage tiles 

e. Manure or contaminated run-off flowing toward or into waters of the state 

f. Manure application exceeds agronomic rate 

g. Liquid manure applied during heavy rainfall 

h. Manure application not in accordance with AWMP 

i. Manure applied to frozen or snow-covered soils 

j. Manure application system failure 


6. Animal Waste Management Plan (AWMP) and Recordkeeping 

a. Soil-sampling results or manure-sampling results 

b. Recordkeeping 


CONCLUSION: 

_ a. Facility in compliance. Thank you for your cooperation in protecting the quality of Oregon's surface and ground waters. 

_ b. On Schedule. 

c. Planning Assistance. 

_ d. Educational Review. 

_n_ e. Concem(s) identified. See a Cached Water Quality Advisory. 

_ f. Violation(s) identified. See attached Notice of ^incompliance and Plan of Correction. 

_e. EinaU muectirm ^Results Pending. f) /% Ls ly * 


Inspector Signature ^ ^ V/ V 

White (Office copy) Yellow (Operator copy) Pink (Inspector copy) 


operator Si] 


lature 


Form No. 7014 (Rev. 01 /09) 
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Confined Animal Feeding Operation 
Facility Inspection Report 


INSFI 

•'TCoul 


SECTION TYPE: 

_Routine 

_Follow-up 

_Complaint 

Educational Review 


.Educational Review 


_EPA 

_Planning Assistance 

p-Afinounced DUnannounced 
_Other:_ 



Oregon 

Department 


of Agriculture 


Date:. 

Assumed Business Name:_^ 

Operator's Name: /^( 

Address:. in a 


City:. 





635 Capitol Street N.E. 
Salem, OR 9730^25^ 

it? 


License No. 


&32321 _Permitted Animal Numbers: ^ 


.E-mail Address:. 


9 7/S'/ _County:. 


Phone Number:. 


Cell Phone Number:. 


A Confined Animal Feeding Operation inspection was made at your facility on this date. Summary of inspection results is below. 


LEGEND: C=Compliance N=Non-compliance NA=Not Applicable NE=Not Evaluated *=See Remark 


item 

C*.u 


Livestock Inventory:, 


33Z) /W0 


2J> O 




_ Total: 






:. Parlor, Milk House, Holding Pen 

a. Milk parlor/bulk tank waste water not properly drained 

b. 


3. Animal Confinement Facilities 

a. Manure accumulation on unprepared bare-earth surfaces 

b. Excessive uncontained manure accumulation on animal access lanes 

c. Openings through which manure or run-off can escape 


_L 


4. Manure and Silage Containment Facilities 

a. Uncontained manure stockpiled prior to or during rainy weather 

b. Uncontained manure stockpiled in or near drainage ways 

c. Uncontained contaminated run-off from silage bunker or feedstuffs 

d. Liquid manure facilities overflowing 

e. Manure storage facilities not emptied/prepared for start of rainy season 

f. Capacity of liquid manure facilities reduced by accumulation of solids 

g. Earthen embankments not properly maintained or leaking 

h. Facilities have openings through which manure or run-off can escape 

i. Roof run-off system failure can or does produce uncontained contaminated 
run-off or reduces manure storage capacity 
Pumps or agitators inoperable 






k. 


Acres:. 


5. Manure Application Areas 

a. Manure applied to standing water or to soils that are saturated or flooded 


b. Manure applied to soils likely to be flooded in the next couple of months 

c. Liquid manure ponding on soils 

d. Contaminated surface and subsurface effluent from drainage tiles 

e. Manure or contaminated run-off flowing toward or into waters of the state 
Manure application exceeds agronomic rate 
Liquid manure applied during heavy rainfall 
Manure application not in accordance with AWMP 
Manure applied to frozen or snow-covered soils 


f. 




k. 


Manure application system failure 


6. Animal Waste Management Plan (AWMP) and Recordkeeping 

a. Soil-sampling results or manure-sampling results 

b. Recordkeeping 


c. 


REMARKS 






At,- 


^ *=* WJ - X 




2P 






\\[ 

^ C- 4 - 

f O o Jl ^ ^ 


-M" 


CONCLUSION: 

_ a. Facility in compliance. Thank you for your cooperation in protecting the quality of Oregon's surface and ground waters. 

_ b. On Schedule. 

c. Planning Assistance. 

3. Educational Review. 

e. Concem(s) identified. See attached Water Quality Advisory. 

f. Violation(s) identified. See attached Notice of Noncompliance and Plan of Correction. 

g. ^inaj/[n£pPending. 




Operator Signatun 


White (Office copy) YelpCv (Operator copy) Pink (Inspector copy) 


Form No. 7014 (Rev. 01/09) 























































WATER QUALITY ADVISORY 


CASE FILE NO. 


MA NO. 



Oregon Department of Agriculture 
Natural Resources Division 
625 Capitol Street NE 
Salem, Oregon 97301-2532 
(503) 986-4700 


STREET ADDRESS, CITY, STATE, ZIP 


CAFO OPERATOR’S NAME 






5 &>" 


'MONTH, DAY, YEAR 


CL-C j 

INSPECTOR'S NAME 


of the Oregon Department of Agriculture (ODA) met with you to review your compliance with the Oregon Water Pollution 
Control Facilities permit or National Pollutant Discharge Elimination System permit issued for your confined animal feeding 
operation by the Oregon Department of Agriculture, and state laws and regulations relating to protection of the state’s waters. 
The principal requirement of the permits is that manure and process wastes be managed so that they do not discharge into 
surface waters or impact groundwater. You are also required to contain, treat, hold, and dispose of wastes in a manner that 
does not adversely impact water quality. 

The inspector did not observe direct discharge of manure or process wastes into waters of the state or violations of permit 
conditions at the time of inspection. However, the inspector did observe an area(s) of concern that could lead to water quality 
problems if not corrected, and under Oregon Revised Statute (ORS) 468B.025(a), “No person shall cause pollution of any 
waters of the state, or place or cause to be placed, any wastes in a location where such wastes are likely to escape or be 
carried into the waters of the state by any means.” A Water Quality Advisory is not a formal enforcement action and is not 
appealable. 

Description of Condition(s): 





Recommended Corrective Action(s): 



Please take the corrective steps to eliminate the water quality concerns described above. Please contact me when you have 
corrected the potential problem or if you have any questions. 


Sincerel// _" 

PECTOR’S SIG^rtTURE / 

Livestock Water Qdality Specialist, 

CAFO Program, Natural Resources Division 


PHONE NO. 


Form 2011 WQA 


White-Office, Yellow-Inspector, Pink-Producer 




enrerecs: * 











of the Oregon Department of Agriculture (ODA) met with you to review your compliance with the Oregon Water Pollution 
Control Facilities permit or National Pollutant Discharge Elimination System permit issued for your confined animal feeding 
operation by the Oregon Department of Agriculture, and state laws and regulations relating to protection of the state’s waters. 
The principal requirement of the permits is that manure and process wastes be managed so that they do not discharge into 
surface waters or impact groundwater. You are also required to contain, treat, hold, and dispose of wastes in a manner that 
does not adversely impact water quality. 


The inspector did not observe direct discharge of manure or process wastes into waters of the state or violations of permit 
conditions at the time of inspection. However, the inspector did observe an area(s) of concern that could lead to water quality 
problems if not corrected, and under Oregon Revised Statute (ORS) 468B.025(a), “No person shall cause pollution of any 
waters of.the state, or place or cause to be placed, any wastes in a location where such wastes are likely to escape or be 
carried into the waters of the state by any means.” A Water Quality Advisory is not a formal enforcement action and is not 
appealable. 




Please take the corrective steps to eliminate the water quality concerns described above. Please contact me when you have 
corrected the potential problem or if you have any questions. 




INSPECTOR’S SIGNATU 
Livestock Water Quality Specialist, 

CAFO Program, Natural Resources Division 


- 62- ? S' 


PHONE NO. 






Form 2011 WQA 


White-Office, Yellow-Inspector, Pink-Producer 




















/XI28484 


Confined Animal Feeding Oper; m 
Facility Inspection Report 


INSPECTION TYPE: 


INSPE< 

^Koutine 

_Follow-up 

_Complaint 

_Educational Review 

Date:. Arrival T\vc\z\ t(?Q 

Assumed Business Name: Jal 
Operator's Name: t 

Address: 0Zit} &Q 

City:. 


_EPA 

_Planning Assistance 

QAfinounced □ Unannounced 
_Other:_ 



Oregon 

Department 


of Agriculture 


635 Capitol Street N.E. 
Salem, OR 973^1^ 


- Departure Time:_ 



.License No. 


_Permitted Animal Numbers ;^/ 


_ E-mail Address:. 


Phone Number:. 




Zip: 97/79 


.County: 




_ Cell Phone Number:, 


A Confined Animal Feeding Operation inspection was made at your facility on this date. Summary of inspection results is below. 


LEGEND: C=Compliance N=Non-compliance NA=Not Applicable NE=Not Evaluated *=See Remark 


ITEM 

x 


1. Livestock Inventory:. 


S~frO*- ! 0 %- 




.Total: _ 


X 2. Parlor, Milk House, Holding Pen 

a. Milk parlor/bulk tank waste water not properly drained 




<L 


b. 


C 


3. Animal Confinement Facilities 

a. Manure accumulation on unprepared bare-earth surfaces 

b. Excessive uncontained manure accumulation on animal access lanes 

c. Openings through which manure or run-off can escape 

d. 


c. 

d. 


4. Manure and Silage Containment Facilities 

a. Uncontained manure stockpiled prior to or during rainy weather 

b. Uncontained manure stockpiled in or near drainage ways 
Uncontained contaminated run-off from silage bunker or feedstuffs 
Liquid manure facilities overflowing 

e. Manure storage facilities not emptied/prepared for start of rainy season 

f. Capacity of liquid manure facilities reduced by accumulation of solids 

g. Earthen embankments not properly maintained or leaking 

h. Facilities have openings through which manure or run-off can escape 

i. Roof run-off system failure can or does produce uncontained contaminated 
run-off or reduces manure storage capacity 
Pumps or agitators inoperable 


r —~ ^ ‘ . fa- 



X 


k. 


5. Manure Application Areas 


Acres:. 


Manure applied to standing water or to soils that are saturated or flooded 

b. Manure applied to soils likely to be flooded in the next couple of months 

c. Liquid manure ponding on soils 

d. Contaminated surface and subsurface effluent from drainage tiles 

e. Manure or contaminated run-off flowing toward or into waters of the state 

f. Manure application exceeds agronomic rate 

g. Liquid manure applied during heavy rainfall 

h. Manure application not in accordance with AWMP 

i. Manure applied to frozen or snow-covered soils 

j. Manure application system failure 

k. 

Je 6. Animal Waste Management Plan (AWMP) and Recordkeeping 

a. Soil-sampling results or manure-sampling results 

b. Recordkeeping 


& 


REMARKS -J-' 

^ fir 

■)<&. 


o'*. 










f \JlSL ' (X 


- 


ock 
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CONCLUSION: 

- a. Facility in compliance. Thank you for your cooperation in protecting the quality of Oregon's 1 surface and ground waters. 

- b. On Schedule. /x . J, 

_ c. Planning Assistance. 

y d. Educational Review. 

_e. Cpncern(s) identified. See attached Water Quality Advisory. 

f. Jjnolation(s) identified. See attached Notice of Noncompliance and Plan of Corn 

^Fir w j' infe p gtion Rtycrt is Pendi 


Inspector Signature 
White (Office copy) Yellow (Operator copy) Pink (Inspector copy) 



Form No. 7014 (Rev. 01 /09) 




WAT R QUALITY ADVISORY 



CONFINED ANIMAL FEEDING OPERATION CAFO'OPERATOMS NAME 



of the Oregon Department of Agriculture (ODA) met with you to review your compliance with the Oregon Water Pollution 
Control Facilities permit or National Pollutant Discharge Elimination System permit issued for your confined animal feeding 
operation by the Oregon Department of Agriculture, and state laws and regulations relating to protection of the state’s waters. 
The principal requirement of the permits is that manure and process wastes be managed so that they do not discharge into 
surface waters or impact groundwater. You are also required to contain, treat, hold, and dispose of wastes in a manner that 
does not adversely impact water quality. 

The inspector did not observe direct discharge of manure or process wastes into waters of the state or violations of permit 
conditions at the time of inspection. However, the inspector did observe an area(s) of concern that could lead to water quality 
problems if not corrected, and under Oregon Revised Statute (ORS) 468B.025(a), “No person shall cause pollution of any 
waters of the state, or place or cause to be placed, any wastes in a location where such wastes are likely to escape or be 
carried into the waters of the state by any means.” A Water Quality Advisory is not a formal enforcement action and is not 
appealable. 




Please take the corrective steps to eliminate the water quality concerns described above. Please contact me when you have 


corrected the potential problem or if you have any questions. 


Sincerely, 



INSPECTOR’S SpflATURBl 
Livestock Wate?uuality Specialist, 

CAFO Program, Natural Resources Division 



Form 2011 WQA 


White-Office, Yellow-Inspector, Pink-Producer 











/ 1^1 28489 


Confined Animal Feeding Operation 
Facility Inspection Report 


PUrfhing Assistance 
^Announced DUnannounced 
_Other:_ 


INSPECTION TYPE: 

j^d<outine _EPA 

_Follow-up 

_Complaint 

_Educational Review 

Date:. / J ^// Arrival Time ^^ & 

Assumed Business Name: 

Operator's Name: . L ( a yci HtC\4^ _ 

Address: _ 9 / 

City: gtfi_Zip: 

Phone Number:_ 


riv^J, Time A^U Departure Time:_ 

Pu^ h 't ^ A< x<ts 


.License No.: 


blYl^ 


/ -> 

Oregon 

m 

Department 

of Agriculture 

635 Capitol Street N.E. 
Salem, OR 97301-^2^ 


CJ ^ 

Permitted Animal Numbers: /yjr 


_ E-mail Address:. 


?7//Z 


County:_ ITT/ Zfo manic 


_ Cell Phone Number:. 


Pa / - o 74 4 


A Confined Animal Feeding Operation inspection was made at your facility on this date. Summary of inspection results is below. 


LEGEND: C=Compliance N=Non-compliance NA=Not Applicable NE=Not Evaluated *=See Remark 


ITEM 

Cr 1. Livestock Inventory:. 




U6 


.Total: _ 


I 


-C 2. Parlor, Milk House, Holding Pen 

a. Milk parlor/bulk tank waste water not properly drained 

b. 

(^^ 3. Animal Confinement Facilities 

a. Manure accumulation on unprepared bare-earth surfaces 

b. Excessive uncontained manure accumulation on animal access lanes 

c. Openings through which manure or run-off can escape 

r d 

__ Manure and Silage Containment Facilities 

a. Uncontained manure stockpiled prior to or during rainy weather 

b. Uncontained manure stockpiled in or near drainage ways < 

c. Uncontained contaminated run-off from silage bunker or feedstuffs 

d. Liquid manure facilities overflowing 

e. Manure storage facilities not emptied/prepared for start of rainy season 

f. Capacity of liquid manure facilities reduced by accumulation of solids 

g. Earthen embankments not properly maintained or leaking 

h. Facilities have openings through which manure or run-off can escape 

i. Roof run-off system failure can or does produce uncontained contaminated 
run-off or reduces manure storage capacity 

j. Pumps or agitators inoperable 

k. 


REMARKS 


5a'! &nr- 

6 ? 

(T n u ^ > 


C 


Acres:. 


^■^ 5. Manure Application Areas 

a. Manure applied to standing water or to soils that are saturated or flooded 

b. Manure applied to soils likely to be flooded in the next couple of months 

c. Liquid manure ponding on soils 

d. Contaminated surface and subsurface effluent from drainage tiles 

e. Manure or contaminated run-off flowing toward or into waters of the state 

f. Manure application exceeds agronomic rate 

g. Liquid manure applied during heavy rainfall 

h. Manure application not in accordance with AWMP 

i. Manure applied to frozen or snow-covered soils 

j. Manure application system failure 




Animal Waste Management Plan (AWMP) and Recordkeeping 

a. Soil-sampling results or manure-sampling results 

b. Recordkeeping 

c. 


x: 


o-C 


iT'N 






\v/v \ffrcAlrr 




<h> 

/J ir P 
i&oe A _ 


CONCLUSION: 

_ a. Facility in compliance. Thank you for your cooperation in protecting the quality of Oregon's surface and ground waters. 

_ b. On Schedule. 

_ c. Planning Assistance. 

_ d. Educational Review. 

ir e. Concern(s) identified. See attached Water Quality Advisory. 

f.yViolation(s) identified. See attached Notice of Noncompliance and Plan of Cori^ction. 

Results Pending. 



Inspector Signatu 
White (Office copy) Yellow (Operator copy) Pink (Inspector copy) 



Form No. 7014 (Rev. 01 /09) 






of the Oregon Department of Agriculture (ODA) met with you to review your compliance with the Oregon Water Pollution 
Control Facilities permit or National Pollutant Discharge Elimination System permit issued for your confined animal feeding 
operation by the Oregon Department of Agriculture, and state laws and regulations relating to protection of the state's waters. 
The principal requirement of the permits is that manure and process wastes be managed so that they do not discharge into 
surface waters or impact groundwater. You are also required to contain, treat, hold, and dispose of wastes in a manner that 
does not adversely impact water quality. 


The inspector did not observe direct discharge of manure or process wastes into waters of the state or violations of permit 
conditions at the time of inspection. However, the inspector did observe an area(s) of concern that could lead to water quality 
problems if not corrected, and under Oregon Revised Statute (ORS) 468B.025(a), “No person shall cause pollution of any 
waters of the state, or place or cause to be placed, any wastes in a location where such wastes are likely to escape or be 
carried into the waters of the state by any means.” A Water Quality Advisory is not a formal enforcement action and is not 
appealable. 



Form 2011 WQA 


White-Office, Yellow-Inspector, Pink-Producer 











fSPECTION TYPE: 

‘Routine _EPA 

Follow-up Planning Assistance 

Complaint SAnnounced DUnannounced 

educational Review ' ™— 


Confined Animal Feeding Operation 

Facility Inspection Report SMSS Or6§OIl 

: '/li Department 

distance i jTY 1 ^ //[\ \v\ of Agriculture 


'_Other: 

.Arrival Time: / ■( 


[ Departure Time: 


Assumed Business Name: 
Operator's Name: « J / 

AddressT lffl<^ 'l ^ 
Citv: r . < X2~ J' 0 
Phone Number:_ 


License No. 



635 Capitol St NE Ste 100 
Salem, OR 97301-2532 


Permitted Animal Numbers 


,213 


. E-mail Address:. 


.County:. 


. Cell Phone Number:. 


A Confined Animal Feeding Operation inspection was made at your facility on this date. Summary of inspection results is below. 
^ EGEND: _ C=Compliance N=Non-compliance NA=Not Applicable NE=Not Evaluated X-=See Remark 


1. Livestock] 


2. Parlor, Milk House, Holding Pen 

. a. Milk parlor/bulk tank waste water not properly drained 
b ' 

t Animal Confinement Facilities 

a. Manure accumulation on unprepared bare-earth surfaces 

b. Excessive uncontained manure accumulation on animal access lanes 
w d ^’ >en * n ^ s t ^ lrou gh which manure or run-off can escape 

4—* 4 - Manure and Silage Containment Facilities 

a. Uncontained manure stockpiled prior to or during rainy weather 

b. Uncontained manure stockpiled in or near drainage ways 

c. Uncontained contaminated run-off from silage bunker or feedstuffs 

d. Liquid manure facilities overflowing 

e. Manure storage facilities not emptied/prepared for start of rainy season 
. Capacity of liquid manure facilities reduced by accumulation of solids 

g. Earthen embankments not properly maintained or leaking 

h. Facilities have openings through which manure or run-off can escape 

i. Roof run-off system failure can or does produce uncontained contaminated 
run-off or reduces manure storage capacity 

j. Pumps or agitators inoperable 

> 

M— 5. Manure Application Areas Acres:_ 

a. Manure applied to standing water or to soils that are saturated or flooded 

b. Manure applied to soils likely to be flooded in the next couple of months 

c. Liquid manure ponding on soils 

d. Contaminated surface and subsurface effluent from drainage tiles 

e. Manure or contaminated run-off flowing toward or into waters of the state 

f. Manure application exceeds agronomic rate 

g. Liquid manure applied during heavy rainfall 

h. Manure application not in accordance with AWMP 

i. Manure applied to frozen or snow-covered soils 

j. Manure application system failure 
k 

6. Animal Waste Management Plan (AWMP) and Recordkeeping / 

a. Soil-sampling results or manure-sampling results 

b. Recordkeeping 

c. 

CONCLUSION: 
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ludiuin: 

a. Facility in compliance. Thank you for your cooperation in protecting the quality of Orefoys surface and grouna water? 

b. On Schedule. / 

c. Planning Assistance. . • / * rj ✓ /> ih /\ 

d. Educational Review. fc m ‘ 0 j ^ /J 

e. Concem(s) identified.■Quality Amisoty. A /J /Y 

f Violation^) identified. See attached Notice of Noncompliance and Plan of Correcji«i. fj / j// / 

g. Finallnspection Results Pending. // JJ. V Jrfyf/7A 
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WATER QUALITY ADVISORY 




CASE FILE NO. 




Oregon Department of Agriculture 
Natural Resources Division 
625 Capitol Street NE 
Salem, Oregon 97301*2532 
(503) 966-4700 




CAFO OPERATOR’S NAME 


C.-71*- U 97!Y/ S’/*- #, 36 

STREET ADDRESS. Cl TY, STATE, ZIP ” _ PHONE NUMBER 


On. 


* 'Mnwru n 


/4-M 


MONTH. DAY. YEAR 




INSPECTOR’S NAME 


of the Oregon Department of Agriculture (ODA) met with you to review your compliance with the Oregon Water Pollution 
Control Facilities permit or National Pollutant Discharge Elimination System permit issued for your confined animal feeding 
operation by the Oregon Department of Agriculture, and state laws and regulations relating to protection of the state’s waters. 
The principal requirement of the permits is that manure and process wastes be managed so that they do not discharge into 
surface waters or impact groundwater. You are also required to contain, treat, hold, and dispose of wastes in a manner that 
does not adversely impact water quality. 


The inspector did not observe direct discharge of manure or process wastes into waters of the state or violations of permit 
conditions at the time of inspection. However, the inspector did observe an area(s) of concern that could lead to water quality 
problems if not corrected, and under Oregon Revised Statute (ORS) 468B.025(a), “No person shall cause pollution of any 
waters of the state, or place or cause to be placed, any wastes in a location where such wastes are likely to escape or be 
carried into the waters of the state by any means.” A Water Quality Advisory is not a formal enforcement action and is not 
appealable. 



Recommended Corrective Action(s): 




M-'iat /ZtSliVks MAeed h? s>^pK*3 

ce$to'<Jh en\ 

>*y- L, ---j-rj--- 

a _j i r> ' 121.1_ t m aj 


i>v. 
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Please take the corrective steps to eliminate the water quality 
corrected the/x>tential problem or if you have any questions. 

Sinceref 



SECTOR'S SIGNATUJ 
Livestock Water Quajjhr^pecialist, ~ 

CAFO Program, Natural Resources Division 


concerns described above. Please contact me when you have 

IPhone Nor 

firt> £6 1- 


Form 2011 WQA 


White-Office, Yellow-Inspector, Pink-Producer 



/ 8128497 


Confined Animal Feeding Operation 
Facility Inspection Report 


INSPECTION TYPE: 

_Routine 

_Follow-up 

_.Complaint 

_Educational Review 


_EPA 

_Planning Assistance 


□Announced^ nUnannounced . 

J^6ther: Q C 



Ore gon 

Department 
of Agriculture 

635 Capitol Street N.l£. 
Salem. OR 97301-2532 


Date: ^ ^^ ^^ Arrival Time:_Departure Time:_LicenseNo.: /dOd/97 1 

‘ a me: . ** _ r? o 'e-tly & szj 


_ Departure Time:. 

Assumed Business Name _ 

Operator's Name:. c *-''5~ af\Z. _ 

Address: (t>7/<T &£L*£ph£d . £1 . _ 

City: "/T//» Ml _/ip: T ~?t 

Phone Number:. 


Permitted Animal Numbers: 


,rs: ^7 


. E-mail Address:.. 


.County:. 




.Cell Phone Number:. 


A Confined Animal Feeding Operation inspection was made at your facility on this date. Summary of inspection results is below. 


LEGEND: C=Compliance N=Non-compliance NA=Not Applicable NE=Not Evaluated *=See Remark 


ITEM 

4 6 1. Livestock Inventory:. 


Total:. 




_5. Manure Application Areas 


2. Parlor, Milk House, Holding Pen 

a. Milk parlor/bulk tank waste water not properly drained 

b. 

3. Animal Confinement Facilities 

a. Manure accumulation on unprepared bare-earth surfaces 

b. Excessive uncontained manure accumulation on animal access lanes 

c. Openings through which manure or run-off can escape 

d. 

4. Manure and Silage Containment Facilities 

a. Uncontained manure stockpiled prior to or during rainy weather 

b. Uncontained manure stockpiled in or near drainage ways 

c. Uncontained contaminated run-off from silage bunker or feedstuffs 

d. Liquid manure facilities overflowing 

e. Manure storage facilities not emptied/prepared for start of rainy season 

f. Capacity of liquid manure facilities reduced by accumulation of solids 

g. Earthen embankments not properly maintained or leaking 

h. Facilities have openings through which manure or run-off can escape 

i. Roof run-off system failure can or does produce uncontained contaminated 
run-off or reduces manure storage capacity 

j. Pumps or agitators inoperable 

k. 


REMARKS 




Acres:. 


a. Manure applied to standing water or to soils that are saturated or Hooded 

b. Manure applied to soils likely to be flooded in the next couple of months 

c. Liquid manure ponding on soils 

d. Contaminated surface and subsurface effluent from drainage tiles 

e. Manure or contaminated run-off flowing toward or into waters of the state 

f. Manure application exceeds agronomic rate 

g. Liquid manure applied during heavy rainfall 

h. Manure application not in accordance with AVVMP 

i. Manure applied to frozen or snow-covered soils 

j. Manure application system failure 

k. 

6. Animal Waste Management Plan (AWMP) and Recordkeeping 

a. Soil-sampling results or manure-sampling results 

b. Record keep i n g 

c. 





2 AK 





Entered:JliLli_ 


CONCLUSION: 

_ a. Facility in compliance. Thank you for your cooperation in protecting the quality of Oregon's surface and ground waters. 

_ b. On Schedule. 

_ c. Planning Assistance. 

_ d. Educational Review. 

_e. Concem(s) identified. See attached Water Quality Advisory. 

f. Violation(s) identified. See attached Notice of Noncompliance and Plan of Correction. 
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White (Office copy) Yellow (Operator copy) Pink (Inspector copy) 


Ofjtrator Signature ~ * 

5 KA v -* 


Form No. 7014 (Rev. 01 / 09 ) 











































of the Oregon Department of Agriculture (ODA) met with you to review your compliance with the Oregon Water Pollution 
Control Facilities permit or National Pollutant Discharge Elimination System permit issued for your confined animal feeding 
operation by the Oregon Department of Agriculture, and state laws and regulations relating to protection of the state’s waters. 
The principal requirement of the permits is that manure and process wastes be managed so that they do not discharge into 
surface waters or impact groundwater. You are also required to contain, treat, hold, and dispose of wastes in a manner that 
does not adversely impact water quality. 


The inspector did not observe direct discharge of manure or process wastes into waters of the state or violations of permit 
conditions at the time of inspection. However, the inspector did observe an area(s) of concern that could lead to water quality 
problems if not corrected, and under Oregon Revised Statute (ORS) 468B.025(a), “No person shall cause pollution of any 
waters of the state, or place or cause to be placed, any wastes in a location where such wastes are likely to escape or be 
carried into the waters of the state by any means." A Water Quality Advisory is not a formal enforcement action and is not 
appealable. 



Please take the corrective steps to eliminate the water quality concerns described above. Please contact me when you have 
corrected the potential problem or if you have any questions. 


Sincerely, 



5tr3-«gy>- 


INSPECTOR'S SIGN/jasflRE 
Livestock Water Quality Specialist, 

CAFO Program, Natural Resources Division 


PHONE NO. 


hii-sred: .1,/jl/c? 


Form 2011 WQA 


White-Office, Yellow-Inspector, Pink-Producer 
















I 2128812 


Confined Animal Feeding Operation 
Facility Inspection Report 


INSPECTION TYPE: 

"^Routine 


EPA 


Planning Assistance 
B^Cnnounced aUnannounced 


.Other: _ 


_Follow-up 

_.Complaint 

_Educational Review _ _ 

Date:. Arrival Time: Departure Time:. 

Assumed Business Name: j_ uksL-Ll 

Operator's Name:. f^orL &MAZ* _ 

Address: ^s- y s. ff^y '0! I 

City: _Zip:_ 

Phone Number:_ 



.License No. 


(fi3ro3 


Ore gon 

Department 
of Agriculture 

633 Capitol St NE Ste 100 
Salem, OR 97301-2532 

.Permitted Animal Numbers:. ±sz> 




E-mail Address:. 


F7//Z. 


.County: 




.Cell Phone Number:. 




A Confined Animal Feeding Operation inspection was made at your facility on this dale. Summary of inspection results is below. 


LEGEND: C=Compliance N=Non-compliance NA=Not Applicable NE=Not Evaluated *=See Remark 


ITEM 


Livestock Inventory:. 


WO M-H) 

fO ~TFtcr 


c 


Total: 


f 'L 7> 


Cl 


2. Parlor, Milk House, Holding Pen 

a. Milk parlor/bulk tank waste water not properlv drained 

b. 

3. Animal Confinement Facilities 

a. Manure accumulation on unprepared bare-earth surfaces 

b. Excessive uncontained manure accumulation on animal access lanes 

c. Openings through which manure or run-off can escape 

d. 

/4. Manure and Silage Containment Facilities 

a. Uncontained manure stockpiled prior to or during rainy weather 

b. Uncontained manure stockpiled in or near drainage ways 

c. Uncontained contaminated run-off from silage bunker or feedstuffs 
cL Liquid manure facilities overflowing 

AS) Manure storage facilities not emptied/prepared for start of rainy season 
Capacity of liquid manure facilities reduced by accumulation of solids 

g. Earthen embankments not properly maintained or leaking 

h. Facilities have openings through which manure or run-off can escape 

i. Roof run-off system failure can or does produce uncontained contaminated 
run-off or reduces manure storage capacity 

j. Pumps or agitators inoperable 

k. 



^- 5. Manure Application Areas 


Acres:. 


* 


Manure applied to standing water or to soils that are saturated or Hooded 

b. Manure applied to soils likely to be Hooded in the next couple of months 

c. Liquid manure ponding on soils 

d. Contaminated surface and subsurface effluent from drainage tiles 

e. Manure or contaminated run-off flowing toward or into waters of the state 

f. Manure application exceeds agronomic rate 

g. Liquid manure applied during heavy rainfall 

h. Manure application not in accordance with AVVMP 

i. Manure applied to frozen or snow-covered soils 

j. Manure application system failure 

k. 

6. Animal Waste Management Plan (AWMP) and Recordkeeping 

a. Soil-sampling results or manure-sampling results 

b. Recordkeeping 

c. 


REMARKS O /*> 

6LM1- ^ ^ 
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CONCLUSION: 

- a. Facility in compliance. Thank you for your cooperation in protecting the quality of Oregon's surface and ground waters. 

_ b. On Schedule. 

_ c. Planning Assistance. CntPrPfV 

_d. Educational Review. 

—e. Cpncem(s) identified. See attached Water Quality Advisory. 

f. /iolation(s) identified. See attached Notice of Noncompliance and Plan of Correction, y 
p {n^p eet i t^ RAult>|Pending. 




Inspector Signature 

White (Office copy) Yellow (Operator copy) Pink (Inspector copy) 



1 bj-a 


Operator Signature 


Form No. 7014 (Rev. 05/18) 








































